How Paper Made World’s Largest Dry Felt Mill 
Getting Long Life from Rubber Hose 


Black Clawson Acquires Bagley and Sewell 
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THILMANY 


well washed pulp “must” for the high/grade papers 
produced this specialty mill! 


Very clean pulp with low dilution essential 

low cost operation Thilmany Pulp and Paper Co., 
Kaukauna, Wisconsin. These requirements 

were guaranteed SWENSON and subsequent 
operations disclosed better-than-guaranteed 
performance. Like Thilmany, why not discuss your 
pulp washing needs with SWENSON. 


SWENSON EVAPORATOR CO. 


15632 Lathrop Avenue, Harvey, 


SINCE 1889 


Get The 
Complete Report! 
6-page paper 
é recently issued gives 
the full Thilmany story. 
for a copy now! 


* 
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Here’s motor superiority 


you can 


TWO EXTRA BOLTS the end 
housing every Allis-Chalmers 
hall bearing motor are the proof 
extra protection against bearing fail- 
ure. These are the bolts that hold 
the bearing cap tightly place 
against the inner face the bearing 
enclosure. This cap, with its close 
running clearances, keeps grease 
from the interior the motor 
retains ample supply within the 
bearing enclosure protects the 
grease and the bearing against con- 
tamination from dirt and moisture. 
the outer side the bearing, 
double labyrinth seals keep grease 
in, also keep dirt out. What’s more, 
large grease reservoirs act addi- 
tional dirt traps. 
Result? Allis-Chalmers motors 
pay off longer, trouble-free bear- 
ing life, lower motor maintenance. 


Get all the facts judge for Compare Allis-Chalmers motors 


see 


takes bolts 
not just 


give full bearing 


protection 


with other motors. Get the six-bolt construction that gives you bear- 


ing protection. For proof, see your Allis-Chalmers Office Authorized 
Distributor, write Allis-Chalmers, 


ALLIS-CHALMERS 


Milwaukee Wisconsin. 
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CHALMERS 


FIGHT CORROSION 
pulp mills... 


Take carbon steel kraft digesters, for instance. 
Where corrosion and erosion cut equipment 
help solve this troublesome, costly problem. 
local thinning threatens take digester out 


service, give new lease life with 
overlay Rezistal No. electrode weld metal 
the thin areas. This cheap, quick way 
add years digester life. 


When you are planning the purchase new 
give you wonderful service all stain- 


less. That’s because solid, welded Crucible 


stainless resists the violent combination cor- 
rosion and erosion—while its superior strength 


and workability means digesters that are light 
weight, needing minimum structural support, 
yet offering problems for the fabricator. 


Remember, too throughout the mill 
for stock lines save recovery units 
tall oil for every phase pulp and 
paper making, Crucible stainless steels can save 


you money. find out where and how 


call Crucible. 


Send for your free copy the Most Stainless Steels the Pulp and 
Paper It's pages helpful facts that highlight the benefits stainless. 


CRUCIBLE STEEL COMPANY AMERICA, GENERAL SALES OFFICES, OLIVER BUILDING, PITTSBURGH, PA. 


REX HIGH TOOL REZISTAL STAINLESS ALLOY SPECIAL PURPOSE STEELS 
Canadian Distributor Railway Power Engineering Corp., Ltd. 
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WHEN you lubricate with oil that keeps 


the circulating system clean Texaco Paper Ma- 
chine Oil you'll find you get longer bearing 
life, lower maintenance costs and greater assurance 
uninterrupted production. 

Texaco Paper Machine Oil fully detergent 
and dispersive. That means paper water and 
sludge don’t have chance accumulate. Lines 
stay clear and provide constant flow protective 
lubricant the bearings. addition, Texaco Paper 
Machine Oil does not foam and excellent 
rust preventive whether your machines are running 
idle. 

For enclosed reduction gears, Texaco Meropa 


Lubricant offers top resists oxidation, 


TEXACO 


FOR THE PAPER INDUSTRY 


Photo courtesy Bowser, Inc. 


thickening, and does not foam. Gears last longer, 
maintenance costs come down. 

Let Texaco Lubrication Engineer help you 
throughout your mill. Just call the nearest the 
more than 2,000 Texaco Distributing Plants the 
States, write: 

The ‘Texas Company, 135 East 42nd Street, New 
York 17, 


$5.00 per year pulp and paper mill and 
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Published every Friday Jour- 
Co., Inc., West Forty-Seventh Street, New 
York 36. Phone: 


JOHN EVANS 
EDITOR 


BRUCE OTIS, JR. 
ASSOCIATE EDITOR 


NUTTALL 
ASSOCIATE EDITOR 


THUEMMES 
MANAGING EDITOR 


Entered Second Class Matter the post office 
East Stroudsburg, under Act Congress 
March 1879. Publication Office Lockwood Trade 
Jeurnal Co., Inc., North Crystal St., East Strouds- 
burg, Pa. Printed U.S.A. Copyright 1954 Lock- 
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REMEMBER THESE DATES 


SEPT. 9-10: National Paper Trade Assn., Fall Meet- 
ing, Conrad Hilton Hotel, Chicago, 

SEPT. 14: Northeastern Wood Utilization Council 
Hardwood Pulping Conference, University Massa- 
thusetts, Amherst, Mass. 

Machine—Fundamental Research Committee 
and Tech, Institute Paper 
Chemistry, Appleton, Wis. 

OCT. 6-8: TAPPI Testing Conference, Hotel Bilt- 
more, Ohio. 

OCT. 6-8: TAPPI Alkaline Pulping Conference, 
Dinker-Tutwiler Hotel, Birmingham, Ala. 

OCT. TAPPI Engineering Conference, Ben- 
jamin Franklin Hotel, Philadelphia, Pa. 

NOV. 8-9: TAPPI Fibrous Agricultural Residues 
Conference, National Regional Research Laboratory, 
Peoria, 

FEB. 20-25: APPA Annual Meeting, Waldorf-Astoria 
Hotel, New York, 

FEB. 21-24: TAPPI Annual Meeting, Commodore 
Hotel, New York, 

MAY 18-21: Third Western International Meeting 
the Pulp and Paper Industry, Empress Hotel, 
Victoria, 


= 


Published Weekly Since 1872 


AUGUST 27. 1954. Vol. No. 
Arizona Pulp Mill Plans Capacity Increase 


Rome Kraft Fills Administrative and Mana- 
gerial Positions 


Central Paper Div. Expansion Swings Into Ad- 
vanced Phase 


Black-Clawson Buys Bagley Sewall 


Progress Ruberoid 
visit the Ruberoid dry felt paper mill 
Gloucester City. the world’s largest 
such plant. 


Check List Use Industrial Rubber Hose 
Do’s and for operation. care and 
maintenance rubber hose. 


Zellerbach Sponsors Graphie Arts Show 
Calendar Meetings 


Trends News Associations 
News the Week Obituaries 


News Converters Paper 


New Equipment and Supplies 
and Paperboard 


Prices 
New Literature Prices Materials 
Production Ratio 


ADVERTISERS INDEX 


Paper People 
CLASSIFIED INDEX 


LOCKWOOD TRADE JOURNAL Forty-Seventh St., N.Y. 


Phone: Plaza 7-2370 
ARTHUR GORDON 
Vice-President Secretary 


GEORGE LOCKWOOD 
President and Treasurer 


FREDERICK WINKLER 


3 
é 
| 
| 
26 
37 


completely new synthetic resin, 
offering many money-saving and product-improving 
acids and moisture-proof; its initial 
color good and stability fair; compatible 


with very wide range products, including waxes, 


on, Pa.; West Elizabeth, 
Chester, 
les Offices the New York, 


rubbers, polyethylene, 


Petrole Resin 


phenolics, rosins and esterfied rosins, many alkyds 
and vinyls, and most drying oils. PICCOPALE 
soluble naphthas, chlorinated solvents and long- 
chain oxygenated solvents. 

the trainload you want priced low 
that can used basic raw material. 


PENNSYLVANIA INDUSTRIAL CHEMICAL 


Please send sample PICCOPALE for (application) 


(check) solid flaked 
Name 


Company 
Address 


liquid solution 
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Tissue Industry 
Enjoys Spectacular Growth 


restating that paper and beard indus- 
try growth dependent on: 
(4) education the uses paper and 
its products 

Expansion 
population gains these 
ments which provide the 
tural papers. Dually-dependent 
lation gains and national prosperity are 
the industrial papers and packaging ma- 
Rising living standards. the third 
growth are however 
For while sustained 
mount industry expansion for house- 
potential lies unexploited among the 162 
quantities. 


Fourth Factor: Education. Not least 
the four growth factors edueation 
the use paper and paper products. 

The need for more educational adver- 
tising the use paper pointed 
and just released. The respond- 
ents indicated interest paper prod- 
ucts but did not know were avail- 
able. 

which Seott Paper 
president. Raymond Mateer describes 
barrage condition homemakers 
new uses” and develop wider accept- 
opening era spectacular growth 
for tissue and napkin producers. Growth 
forced them consumer demand for 
those products which make life) more 
healthy and more leisurely. 
side there exists purchasing 
and paper products which contribute 
demand-growth seems almost infinite. 


Tissues Show 6.7% Gain. The production 
ahead all previous and for the 
first half was 6.7 percent over 
percent over and 
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LADIES HOMPF JOURNAL KEADEK SURVEY 


who hought 


— 
last vear 


was 4.2 percent greater than 
first six months. Output for the 1954 half 
was tons more than 
period, the APPA reports. 

the Bureau Census report 
for was 9.000 tons over June. 
May. 1954 was 9.000 tons ahead the 
1953 month: April this vear 
ahead the vear age month. 

this pattern fellows the 
there are reasons 
lieving it will household towels will 
show gain over out- 
put 90.479 toilet tissue will bet- 
ter the 67,000 tons output which 
was 12.5 percent greater than 
napkin stocks will 11.5 percent ahead: 
facial. other than napkin and toilet stock 
will show percent gain. 


Variety Stores Lead 
Paper Products Outlet 


According survey made Ladies 
Home Journal variety stores 
are far the most popular for 
the purchase paper products. Paper 
ized percent the respondents: 
food stores are second order popu- 
larity: department stores, 
For paperware items other shelf 
paper and paper feod stores and 
variety stores compete for place. 

Conducted mail May. the 
names which were selected parallel 
geographically approximately 
subscriber names. Replies were received 


Survey Highlights. Shelf paper used 
the respondents: 89° use 
for shelves: line drawers: 
wrap packages. who use 
for shelf decorative- 
edge: use plain types: 
The variety store the source 
supply the users: food 
department stores hardware 
and house furnishing steres 
the 


Paper Doily Usage. For the purchase 
chosen outlet. The survey indicated that 
made their last purchase 
variety store: said food stores: 


department stores hardware and 


edian t 


housefurnishings Consumption 
appears greater than yeat 
ago, said they use less: 
about the same. 


Place Mats. out three respond- 
ents use paper place mats: 


three times. and four times vear. 


Napkins, Plates, Cups. plate 
and the survey are much 
more widely used than are paper table- 
covers. forks and spoons pacs. 
Also they are bought frequently. 
Food and variety stores compete 
for honors place purchase for vari- 
ous paperware items other 
paper and paper doilies. Although 
retail outlets compared 
sentations were 


Gorbage Pail Liners. major sug- 
gested use which represented percent 
the survey was for paper garbage pail 
able, comments clearly not 
widely known. appears there 
potential waiting market for it. 


Waste Basket Liners. Second mosi im- 
portant suggestion was for waste basket 
liners. which tied with paper bath mats 
and/or shower mats. each receiving 6° 
the mentions. Others which received 
each were: paper dust 
bibs for paper hand 
and paper slippers. 


Readers Not Aware 
Range Paper Products 


total 214 other uses and purposes 
were suggested for paper products. many 
which are not new. the 
women are not aware the wide variety 
purposes for which disposable paper 
products can 

E.P.N 


Paperboard Production 


3h 
f times bought stores x 
Napkins 
Plates 
Fable Covers 
‘ 
Party Paes 
Source: Curtis Publis 
| \u \ \ug 
14 7 
Production is +7 254.34 260, 
New Orders 237,882 277.574 
Untitled Orders 101.966 $16.206 
’ 
The Most Useful TRADE 


Improved Design Features 
Recovery Unit assure... 


Chemical and Heat Recovery 


COMPLETE INSTRUMENTATION 
—Combustion stabilized use 
automatic air-flow controllers 


LOW FURNACE DUTY —Large, con- 
servative furnace assures complete 
combustion and maximum heat 


covery 


TIGHT SETTING Monolithic con- 
struction, which refractory, 
tion and casing are integral with and 
supported furnace and boiler, in- 
sures uniform expansion and leak- 
proof setting 


CLEAN BOILER Low ash carryover 
per cent solids 


improved soot blowers, correctly 
located the recovery unit, results 
thorough and efficient cleaning cycle. 


Typical modern B&W Two-Drum Recovery Unit 
with B&W Cyclone Evaporator. 


THE BABCOCK WILCOX COMPANY 
161 East 42nd Street 
New York 17, 
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WEEK 


Arizona Pulp Mill Plans Capacity Increase 


After period experimental oper- 
ation, Coconino Pulp Paper 
zona’s first pulp now running 
regular production basis Flagstaff. 
crease capacity per Paper 
Trade JOURNAL, January for 
groundwood pulp mill). 


Present capacity the mill about 
one ton per hour wet lap 


pacity expansion plans include the start- 
second grinder and modifications 
the wet machine speed up. 

The mill currently operating two 
shifts seven men plus woods 
Plans 


for pre-winter stock piling of the pine, 


and aspen which are 
the only wood source. 

Wet lap per cent are 
Southern 


tomers. 


Scott Pay $5.6 Million for Westminster Share 


B.C. has listed the terms 
under which Paper Co. 
have agreed to acquire 50 per cent in- 
the Canadian paper company. 
liminary report the six weeks ago. 


$50,000 Fire 
Institute Paper Chem. 


Fire unknown origin early August 
equipment the old 
administration building the Institute 
Chemistry Appleton, Wis. 
Fire Chief Paul Neumann estimated the 
damage 


almost all the city’s fire 
lepartment fought the blaze. Chief Neu- 
mann was cut falling glass. Witnesses 
there were several explosions. 

Some the activities once carried 
the damaged building are now housed 
new administration building. 


Hearings Hardboard 
Start Dec. 


Following action by Senate Finance 
the hardboard industry and 
mend the proper tariff classification for 
hardboard, the insti- 
tuted the investigation. hearings 
the Newsprint Service Bureau. 
vious reference, see page 48. August 
issue Paper Trade JOURNAL. 


Herb. Westminster president. said Scott 
would pay $5.6 million for treas- 
the sum 
$1.4 million payable the 
balance not later than October 1958. 
The agreement subject 
ing August 31. 


ury shares Westminster. 


SAFETY TIP All woodyard crane 
booms Riegel Carolina Corp. have 
been fitted with these two-inch steel 
pipe brackets. Set slightly back the 
boom center, they will intercept and 
wrap cable should break under 
tension, thereby guarding the operator 
from flying wire. 
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Rome Kraft Fills 
Administrative and 
Managerial Positions 


Rome Kraft Co. getting ready 
begin operations its new $25 
mill late this month. This 
project of Mead Corp. and Inland Con- 
tainer Corp. 

director the Mead Corp president 
president and general manager. 

Top assistant Mr. Kidd Lawrence 
Crowder, general superintendent. Mr. 
Crowder was transferred 
where was plant engineer. 

MeSwinney. assistant 
transferred 


scene was 
was 
from Macon 

Robert Kelly industrial relations 
manager for Rome has been 
with Mead several vears. 

tions manager. worked Mead 
and Macon Kraft. 

vears with purchasing agent 
Rome Kraft. has worked Chilli- 
cothe and Macon. 

Marvin Small. who 


veteran 


accountant and manager. 

Marvin Jones has been appointed 
supervisor safety Rome Kraft. 

Anthony Parrino superintendent 
the paper mill. worked for Inter- 
national Paper Co. before joining Macon 
Kraft six ago. 

James also formerly with 
Macon Kraft. heads the pulp mill 
the plant. 

James Fister Quinn charge 
wood yard operations. He was previously 
with the St. Joe Paper Co. 

Plant engineer George 
who transferred Rome 
years Macon Kraft. 

Engineer Kenneth Riddle. 
This his first job with Mead erganiza- 
tion. formerly worked 
Westinghouse Corp. 

for Rome Kraft. 

William native Young 
worked for Macon six and 
half vears. 

John six service 
Macon Kraft. chief 
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Central Paper Div. Expansion 


Swings Into Advanced Phase 


Central Paper Division of oS 1). 
Warren has announced virtual com- 
pletion the first phase its 


ram, Construction of a S6 million one- 


is in the final -lages and is expected is 

operation September 10, 
Designed to house facilities for the 


manutacture oft coated hook papers the 


will provide floor area 
made hire about LOO new workers for 


the increasing the 
work force total 

explained the suspend 
operations for one week from August 
This the rebuild- 
ing the largest machine the 
The plant manager said 
pected the firm will expand its operations 
to a six-day basis by the end of this vear. 
Current production five-day week. 

The new building the 
several vears designed expand and 
prove operations the Lake Shore Drive 
plant. Total expenditure the program 


Second phase the program 
the planning stages and will 
construction of a new bleach plant at the 
rear the present building. This 
height and provide floor 
about sq. ft. Designing this new 
facility now being handled 
rine Co. Construction 
expected started late 1955. 

It is expected to increase capacity at 
the plant from about 170 tons 

Final phase will the rehabilitation 
plant facilities and equipment. 
gram already started and 
take several vears to complete. It will 
invelve expenditure from million 

Officials of S. D. Warren Co.. the par- 
ent concern, have pointed out this expan- 
sion and improvement program will make 
Central Paper integrated 
manufacturing unit well situated serve 
western markets. 

Central Paper formerly Cen- 
stock-purchase transaction. 


Secretary Mitchell Prohibits Work 


Minors Paper-Products Machines 


After September bovs 
under age will prohibited 
machines 


James 


minors under whe are working 
covered paper products 
perform tasks involving these machines. 
also that young people are known 
and other non- 
manufacturing establishments. 

Although injuries workers 
chines covered the order are not too 
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severe when they Secretary 


Mitchell said. 


Occur, 


the following machines: Arm-type wire 
corner cutter mitering cor- 
rugating and single- ma- 
envelope die-cutting press. 
tine paper cutter horizontal 
scorer, laminating combining machine. 
vertical Also included the 
pation operating assisting oper- 
ate any “platen die-cutting platen 
printing press. punch press which in- 
volves hand feeding the machine. 

The prohibition will not apply 
prentices, certain students employed 
grams under strict conditions specified 
the order itself. 


Paper and Board 
Production 


According to the American Pa- 
per and Pulp Association, the ratio 
United States paper production 
mill capacity for the week end- 


for the preceding week. 
The ratio was 93.4 percent for the 
producing exclu- 
sively are not included. 

The paperboard production ratio 
for the week ending Aug. 14. was 
cent for the preceding and 
tor the corresponding 
week last year. 

(Detailed statistics page 


July Newsprint Statistics 


Production and shipments newsprint 


North America during 
amounted 600.303 tons and 
tons compared with corre- 
584.967 tons the same month 1953 
1954 exceeded that any previous 
July. Output the United States was 
96.324 tons and shipments were 
tons while Canadian production 
amounted 503.979 tons—the peak July 


record date 
181.686 tons. 
Through the end July 
United States mills turned out 33.954 
tons 5.4 per cent more newsprint than 


and shipments totaled 


the first seven months while 
output Canada also was 
3.9 per cent greater than the corre- 
163.554 tons per 


Popyrus Paper Mill 
For Israel? 


new method papyrus 
raw material for paper one the 
Israeli projects that have grown out 
efforts reclaim the Huleh Swamps 
the northeastern part the 


Argentine Lifts Newsprint 
Import Restrictions 


The Argentine government announced 
August that Argentine newspaper- 
will authorized the future import 
their own ending seven 
official monopoly the trade. 


¥ 
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Black-Clawson Buys 
Bagley Sewall 


last minute telegram from 


town. correspondent. 


The 
Ohio. 
facturers paper and pulpmaking ma- 
the Bagley x 
Abe Cooper and 
will take formal possession 


one the world’s leading manu- 


acquired 
Sewali from 


has 


In the transaction, which followed 18 
months 
Black-Clawson Co. takes 
physical assets Bagley which 


over all the 


include large hydro-electric 
developments and about land. 


The facilities the Sewall 
plant. adapted for manufacture heavy 
paper and pulp-making machinery. will 
Black-Clawson larger 
and wider machines than possible 
has facilities for making 
larger machinery and 
ered expanding its Hamilton plant but 
Bagley Sewall Co.. 


enable 


long sought 


Sewall Co. will its 
identity but will Black- 


Bagley 


our Water- 


Clawson. 
besides the main shops Ham- 
its Shartle Bros. Div. Middle- 
town, Ohio, and its Dilts Machine Co. 


Div. Fulton, 


Besides the physical assets Bagley 
Black-Clawson Co. will take 
over all inventories, including contract 
signed for fourdrinier papermak- 
ing machine better than 200 inches 
Combined Locks Paper Combined 
Locks, Wis. The 
Roaring Springs, Pa. Black-Clawson 
also takes over Bagley Sewall contracts 
for Roberts grinders. 


Division 


Black-Clawson 
executive vice-presideni. White. 


Peterson 


vice-president and general 
hecomes general manager the Water- 
plant. The 
with the cut-over date set foi 
Thursday. September and full 


sale was completed 


Sale Brown Corp. Property 


International being Considered 


Sales properties Brown 
Co. are 
Lau- 
rence president Brown 


Paper 


under consideration 


“Nothing is decided vet.” Mr. Whitte- 
“We are considering what 
what they pay thes 


more said. 


considering 


might 


bought.” 


Mr. Whittemore declined say what 


Canadian properties were involved the 
He did. 


properties Brown Co. the United 


negotiations. however, 


States were involved. and added that no 
merger Brown Co. into International 
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Brown Corp. owns mill 
with 160.000-ton annual capacity 
Tuque. the Maurice 
River. owns 809,000 acres freehold 
and has rights 1.7 
million acres also owns 
half interest the St. Power 
Co. 


Quebec. on 


the weeks ended June 1954. 
Brown Co. earned equal 
cents common share after preferred 
compared with cents 
share the like 1953 
part the improvement was accounted 
for Brown was reported. 
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New Mexico Felt Mills 
And Marvel Roofing Merge 


August Western Procure- 
ment Co. and Marvel 
were merged with New Mexico 
Felt Mills. and all outstanding in- 
debtedness that time was assumed 
New Mexico Felt Mills. Inc. Also. on 
this same date, they were per- 
the name of 
Inc. 


mission to operate undet 


Marvel Roofing Products, 


Champion Gets Award 
For Financial Report 

financial reports published 
leading industries places The Cham- 
pion Paper and Fibre 1953 annual 
report employees among the 


evaluation 


standing efforts nation-wide. 


mons, Chicago communications consul- 
tants, 
group of 250 reports Was conducted by 
Journal: Carl Harrington, Mill and 
Street Journal. 
Responsibility 
pion annual employee report 


judging of a selected 


compiling Cham- 


tives the General Ham- 
Ohio, including Vice-Presidents 
Dwight Thomsen and Henry 
Digby: Anderson, Calvin Skill- 
and Stewart Jones. latter 
serving editor. 

public relations value and the 


quality, 


quality the financial statement were 
contributing factors the an- 
nouncement awards. 


Five Countries Produce 
90°% World Pulp 


lating the excellent presenta- 
tion his “New Impetus 
from the 


ing Process 


congratu- 


points out one erro 
that appeared. 

The text said that 
the pulp production cen- 
tered four countries 
them. This should have 
countries and Finland should have 
Atchison that 
error occurred rough draft 
the article and that although 
had corrected the error 


said 


quent somenow received 
copy which contained 


take. 
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Continue Cash Home Grants 
For Nepco Employes 

Cash grants $300 each will again 
made available through 1955 

Port Edwards. the company’s house 


ommittee has 


have been made since the 
ome-building 
The home grant plan now 


Pressure Sensitive Copy 
Paper Wider Use 
The MeLaurin-Jones Ware. Mass.. 


las announced to the trade a new prod- 
for business M-J copy 
This paper completely mark 
pressure alone being 
produce M-J copy paper will 
cations. 

\ modification of chart paper used for 
ments requiring very exacting tolerances, 
M-J copy paper brings this unusual prin- 
other applications. Pressure sen- 
sitive papers have recently been 
ing instruments, parking and 
tide flow 

M-J copy paper capable produe- 
ipplied to break down the top coating. 
reveals dark surface underneath 
the exact location the 
produce with little 
pressure, Multiple copies can be pro- 
duced ball point let- 
ter press flexographic 
set methods. 

Forms used padding M-J 
copy paper into sets all 
copies simultaneously one pass through 
the printing press. This eliminates, for 
the printer, the tipping and carbon inter- 
leaving process now done expensive 
equipment manually considerable 

that M-J copy paper will 
also be used stationery. novelties, 
games and art One the novelties 
the paper provides many applications 


hooks that require pads and 
forms for home and auto use which pro- 
vide copies without nuisance and check- 
hooks with M-J paper eliminate the need 
for stubs and once check written 
cannot altered. 
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NEWS CONVERTERS 


PAPER AND PAPERBOARD 


$1,000,000 Expansion 
Keyes Fibre Co. 


Five new CLR machines will 
operating production Keyes 
“Chi-Net™ moulded plates. These will 
enable the company virtually double 
the production Me.. 
plant the past five 

Work the the new 
equipment already underway. 

Beginning with the for the 
supports for the the 
stallation big jeb which will call 
dollars. 

another near the end 
two more early 1955 
and the fifth sometime next 

Henry Jobber and his crew are hard 
work with the ripping wall 
and many other tasks for 
the arrival the machines which are 
being built the Windlass Co. 
Bath. Milton Turner the engineer 
the job. 

When they are 
have total the big machines 
turning out the plates that are becoming 
the company’s best sellers. 


New Container Plant 


shipping centainer plant 
will opened Geneva, early 
next vear the International Paper 


cently. 


Mengel Merger Still 
Being Discussed 


Walter chairman Con- 
tainer Corp. America. said talks have 
been held with officials Mengel Co. 
but these are “not signifi- 
cant.” 

added “we have been having dis- 
cussions like that with Mengel officials 
for the years. the present 
time are also interested 
eight other companies. made 
any Mengel’s asset 
value and there are two three other 
detailed studies.” 

Mr. Paepke declined identify these 
firms. said meetings are scheduled 
with Mengel officials the immediate 
future. 

Mr. Paepke said was leaving Chi- 
cago “for the West for several weeks and 


Wesley Dixon, our president, also will 
away from for least 
wee 

ontainers materials. 
Mengel makes cabinets and 
containers. 

Voit, president Mengel 
had comment. 


Now Century Envelope Co. 


Century Envelope Co. is the new name 
for MeGill Paper 
Minneapolis, manufacturers envelopes 
ind envelope specialties since 1925. 


Krafco Opens 
Fourth Plant 


Mich. August 16. 

The new plant will fourth 
and will produce all corrugated 
boxes. 

scheduled open Chicago within 
few 

George president and 
board chairman, predicted last 
that now its sixth vear 
totaling more than $15 million during 
1954. the end the first six months 
sales totaled slightly more than half that 
umount, 

Krafeo has facilities 
Dallas. but maintains 
there. There are 


other cities. 


Hartford City Opens 
New Division 


nounced new division the company 
known the Harteraft Division, 
which will specialize 
and sale the company’s new 
foil” gift wrap papers. Kraning, 
the division. 

The new papers feature embossed de- 
signs. and are 
Christmas colors, various ete. 

“Hartfoil” papers will 
dised through jobbers and, 
stances, direct retailers. the 
products. 


ae 


Check this list Socony-Vacuum paper-process- 
ing products. They can work wonders helping 


you make better quality paper lower cost. 


sizing efficiency, impart desired character- 
istics finished products. Applied 


beater top sizes. 


SPECIAL TREATING —Prorex Oil 


cellent for impregnating uses, such pork 
loin wrap, delicatessen papers. 


Sovawax 100 Series—as- 
sures strong bond, resists fracture upon 
bending low temperature. Ideal for all 
types laminated papers. 


4 


ticizes pitch digester. Sovalent No. 


plas- 


cleaning wires, felts reclaiming 
asphalt, 


SULPHUR CHEMICALS— sulfide solu- 
tions—petroleum provides 


source for the 


pre CESS, 


ef- 
fective solving foam problems through- 
out mill. Proved successful scores 
mills. 


PARAFFIN WAXES quality fast 
service everywhere—complete technical as- 
sistance. 


process 
products 


SOCONY-VACUUM OIL CO., INC., 26 Broadway, New York 4, N. Y., and Affiliates: MAGNOLIA PETROLEUM CO., GENERAL PETROLEUM CORP. 
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{ The Ruberoid Co. is the largest single 
producer this me- 
dium: also the largest producer 
wood pulp felt making. Operation 
this leading mill well six other felt 
puts Ruberoid into the paper busi- 
ness big way. The daily output 


nage converted Ruberoid its 


tals around 


Stanley Woodward 
President 


Associate Editor, Paper Trade JOURNAL 


World’s Largest Dry Felt Paper Mill Gloucester City, 


Progress Ruberoid Progress Paper 


Biggest roofing maker the The Ruberoid Co. 
has just swung into production new and unusual 
shingle that promises keep its seven dry felt mills hum- 


own brands asphalt products. 
small portion the production sold 
other roofing manufacturers. 


Research Minded 


Since 1886 when the 
christened the Standard Paint 
Ruberoid has been alert the value 
organized research for im- 
provement and new development. 
Bound Brook, and its efforts have 
continued new demands for dry 
felt. 


Ons and Canal The 
shingle gusts over 100 
The Liner felt base material 
saturated with and coated with 
waste through seepage when used line 


man-made ditehes 


addition pre-eminence asphalt 
Ruberoid leading producer 


ming for long time 


tion which research has contributed 
much. 


Style and Safety 


Latest fruit Ruberoid 
the shingle. The company 
just now getting into full production 
this new asphalt strip shingle. 
companying photo.) When applied 
roof, these shingles look like the 


Herbert Abraham 


Chairman 


7% 


but unlike old-style 
square shingles, Lok-Tabs are designed 


square tab roofing; 


completely windproof. 

the center each butt edge 
hook-shaped extension that 
with the shingle. The hock fits snugly 
into pre-cut slot the the 
shingle below. As each course is applied. 
the locking device hidden 
that completed roof appears 
covered with conventional asphalt square 
butt shingles. 

The company’s older Tite-On shingle 
also but its design produces 
basket weave pattern finished 
rather than the square tab effect the 
new product. 


Dry Felt Making Gloucester 


The mills. which 
Ruberoid will make Lok-Tabs 
other asphalt are well 
tered over the eastern three-quarters 
the country Savannah. 
Salt Lake City, Millis (Mass.). ete. To 
keep dry felt flowing 
Ruberoid has established seven strategic- 
ally located felt mills. 

The mill Gloucester City, for 
roofing plants South Bound Brook 
and Baltimore. Millis and and 
its capacity sufficient allow 
tion market felt for eastern customers. 


Largest Pulp Mill for Dry Felt 


Not only 250-ton average 
daily output the Gloucester mill make 
the largest producer dry felt the 
but the roofing fiber wood 
pulp mill also the largest unit its 
kind for felt wood pulp The 
grades dry felt made this mill range 
from 25-gauge 100-gauge. and roughly 
percent the stock furnish for these 
sheets woodpulp. Because 
mill can produce rate (175 
per day) beyond the needs the paper 
mill. surplus fiber produced for sale. 
from time time. The market fiber 
either baled bagged. 

The pulp made from local species 
oak and pine growing southern 
New The wood brought the 
shipments. The mill woodvard 
age space for about cords ranked 
bolts. The pulp mill consumes approxi- 
mately 100 cords per day. The woud 
transported from storage via truck and 
lift and fed directly one 
two chippers. The chippers are 
54-inch Carthage units, and are operated 

The wood consumption the mill 
about percent oak and percent 
pine. The hard are 
chipped separately, and the chips. after 
passing over chip screen and mag- 
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RUBEROID PULP PAPER MILLS 


Dallas: Roofing fiber one 


inch paper machine, tons/day; East St. Louis: One 76-inch paper machine, 
tons/day; Erie: Roofing fiber woodpulp, two machines (S0-, S4-inch), tons day; 
Gloucester: Roofing fiber woodpulp, three paper machines (S4-, 124-inch), 
250 tons/day; Joliet: Roofing fiber woodpulp, two paper machines 
170 tons day; Kansas City: One 127-inch paper machine, Mobile: 
Roofing fiber woodpulp, one 120-inch paper machine, 


via screw conveyors and rubber belts to 
separate storage bins the roof the 
pulp mill. attempt made remove 
the bark from the pulpwood Re- 
through re-chipper. 


Continuous Pulping 


From the storage bins the chips are 
fed the pulp mill where they are dis- 


charged into the feed bins the seven 
continuous Chemi-Pulpers. These pulpers 
are two-tube Pandia units 
\splund Defibrators. 

Steam and mild liquor are 
introduced with the chips each pulper. 
The time travel the chips through 
the pulper tubes varies from min- 
depending the characteristics 
the chips and the quality 


OPERATING CHIEFS GLOUCESTER MILL Hans plant 
engineer; Christensen, purchasing agent; Louis Sarlo, mill 
Danaher, plant superintendent. 
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TWO THE SEVEN CONTINUOUS DIGESTERS CAN SEEN BACK. 
GROUND. Very mild cooking accompanies steaming the chips these Chemi- 


Gloucester mill was pioneer 


the Chemi-Pulpers the 
handle the soft wood chips. Gen- 
pumped direetly the paper 
out washing further refining. The ex- 
ception pulp for flooring furnish. 
Sprout-Waldron 

Because the pulp washed. 
tains the wood acids released during the 
pulping process. Such pulp often 
produces machine furnish with 
low counteract the acid condi- 
paper mill operators 


continuous 


lime the white water. 

Prior blending with other ingredi- 
ents. the wodpulp stored separately 
the paper mill. addition the wood 
fiber, stock blend for dry 
wood flour. rag fibers. and other addi- 


Waste Paper System 


The bales mixed waste paper are 
larger one 200 foot diameter 
unit. The smaller 100 14-foot Hydra- 
pulper equipped with skip hoist 
facilitate handling waste paper rolls 


APPROACH SPONTANEOUS COMBUSTION WASTEPAPER WARE- 
HOUSE GLOUCESTER SIGNALLED THERMOSTATS suspended 


pipes like those shown above. Pipes let 


the thermostats hang down near the 


base the stacked bales, where fire most likely start. 
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chines. Bales are brought the 
crane, 

pumped two Bird-Jonsson screens 
operated These screens are 
recent additions the waste paper pulp- 
ing system and will 
material from getting into the sheet and 
chine. 

Following the Jonsson the pa- 
per stock thickened two air-couched 
thickeners and discharged the storage 
chest. This stock is then diluted to de- 
other stocks. 


Ultra-Efficient Fire Protection 


interesting feature plant house- 
keeping Gloucester the ingenious 
fire warning system the em- 
ploys guard its stocks waste paper. 

Inside storage baled waste care- 
fully controlled so the heles are neve! 
stacked more than six high the ware- 
house. Then, regularly 
vals among the stacked steel 
are inserted down between 
The bottom 30-inches these pipes are 
slotted. 

These pipes are fitted with caps which 
accommodate electrical lead-in wires that 
which are suspended within pipe. 
See cut. 

When the pipe and 
staked out the waste the lead 
wires are plugged into special 
that connects with signal box 
the fire warden’s office. 

Each thermostat has 
signal light the signal box. The 
this light the status the 
ing. purple light appears. 
rise temperature above 135 
within the waste, flashes warning 
light and sets off audible alarm. 

case alarm, the fire warden can 
combustion taking place, where 
spontaneous heat generation reaching 
danger 


Rag-Content Held Desirable 


Many today’s dry manufactur- 
their sheet. however, continues 
fiber adds desirable qualities the sheet 
that are obtainable other way. 

The bundles rags are carried from 
storage slot conveyor two Taylor 
Stiles cuters. The rag cuttings are col- 
lected bins that discharge directly 
the beaters the floor below. 


< 
= 
— 
wap 


the even Ruberoid used rags 
much higher percentages than now. 
Gloucester, seven beaters are 
sufficient prepare the rag The 
rags are beaten for about half hour 
steam introduced into the beaters. 

Wood flour and other 
terials are added the beaters. The 
wood flour helps increase the 
the finished sheet and promotes more 
even saturation. The other materials are 
agents control slime and asphalt par- 
ticles the stock. 


Machine Operation 

The three dry felt cylinder paper ma- 
chines Gloucester are known No. 
No. and No. Ahead the mixing 
boxes for each machine, are em- 
ployed refine the waste paper and the 
rag stocks. Two jordans are used No. 
two No. 


All three paper machines are single 


1 and one on No. ya 


machines with counter flow vats. 
Ahead each cylinder head 
with flow spreader. Final blending 
paper pulp and rag pulp 
accomplished 
boxes for each machine. From there the 
for each machine pumped the 
machine and then flows directly 
the head boxes. No. paper machine 
inches: No. 124 inches. 

alike. Fach has flat 
second plain presses. No. 4 machine has 
press and suction second press. 


Increased Drying Capacity 


recent program modernization 
the paper mill has resulted 
produ tion on No. 1 and No. 4 machines. 
This was the addition 
new Downingtown primary 
and the addition high pres 
sure both machines. 

Cramped for space for extending the 
them Stacking the 
high. they added high pressure 
to No. 1 and 14 to Now 4. No. 4 now 
Irvers (78 conventional). high pres- 
sure were added No. machine. 
These projects and other modernization 
crease 

willing try new means 
Gloucester management has let one 


its machines act guinea pig 


for trial running 100 percent 
wet machine felt. The results 
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MORE DRYING CAPACITY WAS 
TAINED TWO GLOUCESTER 
CHINES THE INSTALLATION 
LUKENS HIGH-PRESSURE ROLLS. 
Sixteen were added No. machine 
(above). Lack horizontal space dic 
tated erection of five-roll stacks 


indicated definite promise the eventual 

The main machine 
enough allow proper drainage the 
sheet. The nature the 
tates maximum felt cleaning equipment: 
otherwise the furnish would tend 
the felts long they wear out. 


Plant Power 


The Gloucester mill Ruberoid 
its own steam plant, consisting 
125.000 pounds per hour 
stand-by units. 

The equipment housed separate 
building located between the 
and the nearby Hinde Dauch 
Co. The steam plant produces enough 
process steam and electrical power to 
furnish the needs both paper com 
panies. 


Mill Water System 


line with the State New 
Gloucester plant has put inte operation 
program for materially 
the mill pumped from the 
Water goes first the paper machine 


NEWEST PRODUCT THE 
OID CO. THIS 
GLE. Its wind-proofing lock 
ented design unique 
butted shingles. Production these 
shingles just getting underway. 


NEW DOWNINGTOWN SUCTION PRIMARY was recently installed the No. 
paper machine Gloucester. flat box operates just ahead the nip 
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and reused partly make-up 


Vater, 


nto white water One Bird save- 
ill operates on the shower water and two 
using the same water more than once 
heen a step-by-step process and further 


are currently 


Continuing Corporate Growth 

tion problems found 
tends throughout the many widespread 
livisions the The very latest 
step forward taken the corporation 
was the purchase August the land 
ind owned Ebsary Gypsum 


NEW 


two million dollars, Ruberoid 
quired two gypsum shall 
operated Ruberoid subsidiary. 
the large decisions 
and coordination the entire enterprise 
are the following corporate officials: 
Herbert 
board 
Stanley president 
Edward Railton, vice-president 
Frederick E. Byrnes. vice-president, 
industrial relations 
William Van vice-president. 
manufacture 
J. J. Flood, vice-president 
Frank 


Abraham, chairman the 


George Bahrs, secretary-treasurer 


Thomas H. Dermody. comptroller 
ida assistant secretary 


LITERATURE 


Huyck Felt Bulletin. (Volume 11-4) Pre- 
sents data and charts showing impor- 
Rensselaer, 


Reeves Fractional 
Motordrive. ( Bulletin M-543) Covers 112 
different assemblies, available vertical, 
horizontal, degree models, 
drive shaft models with speeds from 
three 4660 Reeves Pulley 
1225 Seventh street. Ind. 


Woodpulp, 360 pg. Erland 
(The Swedish Timber 
and Wood Pulp Journal) Kungsgatan 
17. Stockholm C., price 25 
Swedish 

Translated from the original Swedish 
this technical and commercial 
reference book for the 
non-technically trained executives the 
selling and buying pulp 
Though written primarily for the Sean- 
industry, this 
cludes brief certain manu- 


Sweden. 


dinavian 


facturing processes and grades pulp 

grams grinders and other machines. 
and photographs types 
papermaking fibers (magnification 
190) the handbook covers Section 
Early Papermaking from 
Keller: and. The Second Period: Wood 
Raw Material. 

Section Papermaking Fibres. all- 
inclusive from coniferous and deciduous 
woodpulps bagasse. The Handling 


detailed See. IV; Chemicals 
ing VI: Manufacture 
paper and board 

VIII. and X are con- 
organization 


Sections 
sales 
methods, 
woodpulp production, imports 
ports woodpulp, newsprint and paper 
for the vears 1913, 1920, 
1946 and 1950. 

Translations and revisions are two 
(Lond.) and and Maré, 
B.A., (Oxon.) 


Chicago Fans. (Bulletin MD-101) 
Explains advantages using direct-drive 
fans boiler rooms, ventilating 
public garages ete. Recommended for 
use wherever peak performance and low 
noise level is required, 
Corp., 
Park, 


Chicago Blower 


Cico Paper. (77p. Handbook) Printed 
three colors, bound leather with 
salesman’s name imprinted gold 
cover this for distribution merchant 
salesmen handling the Cico line. 
ains complete and detailed specifications, 
general temperature conditioning chart. 
Champion-International Law- 
rence, Mass. 


Con- 


Continental Screw 
neering Data Book Includes 
illustrations many unusual types 
conveyors and their applications, addi- 
tion standard equipment. Continental 
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Birmingham Ala. 


Design and Deflection Roll Shafts. 
(Report Presents three formulas for 
moment 
shaft. maximum stress set up. and de- 
flection shaft between roll and bearing 
with typical Hunt 
Orange. Mass. 


Electric Equipment for the Process 
Industries. (Bulletin 
vides detailed information G-E 
trical equipment for power generation, 


elee- 


distribution utilization, 
instrumentation, and 
and warehouses applicable the process 
industries. General Eleetrie Co. One 
River Schenectady. 


Fluroflex-T Plastic Hose. En- 
fluids and made from this bulletin 
describes test sizes and construe- 


Film Forming Corrosion Inhibitors Also 
Aid Heat Transfer. (Technical Paper 
129) Contains many references 
tection afforded filming and 
the attendant reduction maintenance 
Worth streets. Philadelphia Pa. 


General Purpose Turbines. (Booklet 
3896) Covers complete line Type 
turbines ratings through 
Also design and construction 


» 


characteristics, well for 
adapting these units 
Box 2099, Pittsburgh Pa. 


Guide Better Packing and Shipping 
Methods. (Catalogue 15) 
the edition this contains 
formation strapping tools and equip- 
nent for every application, including high 
speed power strapping machine now 
Steel Strapping 2600 North Western 
Avenue. 47. 


How Temperatures Are Measured. 
heat and temperature separate 
history the commonly used 


covers: 
concepts: 
physical effects associated with rise 
temperature and how thermometers and 


temperatures; 


pyrometers utilize some these effects; 


means changes color physical 


street. New York 11. 


| 


MULTIPLE PLY LAMINATORS 
FOR YOUR PRODUCTS 
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selecting the proper combination stand- 
ard units, Dilts can furnish laminating 
machine meet your specific product and 
production requirements. 


Modern design practice incorporated; con- 
tinuous operation, constant tension, air 
erated applicator and combining sections are 
several the features that are available 
these machines. 


The range duty and products vary from 
greaseproof linings, fibre container board, 
poster board and bottle cap liners poly- 
ethylene foil, paper and cellophane. 


4-Ply Board Laminator 

2-Ply Board and Liner Coater-Laminator 

2-Ply Board—Greaseproof—Wax Laminator 
3-Ply Board Laminator 


Polyethylene Extruder-Laminator 


THE BLACK CLAWSON COMPANY 
DILTS MACHINE WORKS DIVISION 


FULTON, NEW YORK 
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Check 


Rubber Hose 


Muller, 


List Use 


Executive Engineer, Thermoid Co., Trenton, 


user rubber hose can get longer 
applying this check list each hose 
his plant. 


carries any kind 
the tube should be compounded to resist 


example. 


gasoline. for 
There standard 
hose types available designed for this 
acids can rubber hose but 
the user should make sure that the hose 
using designed for the acid. Solids 
that the tube of the hose be composed of 
pure gum rubber type resist abrasion. 
the solution contains petroleum 
products other various addi- 
rubber 

2—Hose Size— Is the inside diameter 
adequate carry the volume material 
small hose means ex- 
cessive pressures will he developed or 
that less than the required amount 
material will carried. Too large 
hose means higher cost than 
irregular flow. 


to take the pressure imposed ? 


the hose designed 
you 
using higher pressures than you need to. 
which results excessive hose 
the pressure constant pulsating? 
under vacuum suction? Suction hose 
ment the careass prevent hose col- 
lapse under suction. 


4—High and Low Temperatures 
must High temperature 
applications require special rubber com- 
pounds and asbestos other 


ing material the Running both 
hot and cold material through 
should Constant heating and 
cooling may cause cracks develop 
the rubber permitting 
far 


direct attack the 


drained after use pocketing 
condensate which becomes absorbed 
the hot tube stock leading eventual 
blistering continually repeated. 


what are their relative size and abrasive- 


ness 


Abrasive material aqueous 
solution requires pure gum rubber tube. 
If the solids are carried in a corrosive 
the tube must compounded 


promise hose results. 


and observe bending radius 
limits of your hose. The most common 
fault suspending off the floor 
ground metal projections with too 
little bearing area such nails. 
the use nails because their small 
bending the hose the 
necessary turbulence set 
saddle type supports with adequate bear- 
ing contact with the hose. 

Put supports close enough together 
that hose weight evenly 
that large hanging loops not affect 
strained supporting too much its 
own weight. 

The bending radius most industrial 
hose is, approximately one foot for every 
inch inside diameter the hose. 


7—Length—Obviously hose system 
This weakens the hose 
necessary strain the coupling. 


ustrial 


much runs the hose 
permits snagging and kinking. 


lengths. Twisting will tend separate 


cover, 


Avoid twisting 


may even seriously disarrange 
the 
the 
twisting may weaken the structure. 


9—Cycle Many hose 
the same job the 
day without valves being shut off and 

many types hose the po- 
sition the hose changed frequently. 
More often than not, dragged from 
moves are very frequent, 
connect type coupling will save time. 

When hose not used for long 
time, should wiped clean 
oil grease and stored loose coils. 
preferably flat the floor, out 
the sun. 


10—Couplings—Are 
types couplings being used? \re 
they correctly they prop- 
Checked for service requires 
frequent disconnecting, are the couplings 
designed for fast 


11—Protection 
dental hazardous areas, 
are hose protected against damage from 


falling from heavy vehicles 
the hose kept out 
you protected against work stoppages 
accidental hose failure adequate 
stock spare hose and couplings? 


hose 


a 


PAPER 


PEOPLE 


Joe Rye 


Wausau Add Sales Force 
Folke and Joe Rye 


have been added the sales the 
Wausau Paper Mills Wis. 

Mr. Becker has taken over the terri- 
tory immediately west the Mississippi 
while Mr. Rye taking over the 
West Coast territory. 

Mr. Becker has previously been doing 
sales promotion work for the company 
after completing training period the 

Mr. Rye was previously associated with 
International Paper Co. where got his 
his connection with Lewis-Brownville 
Sales. Mr. Rye will located 
Arcadia. Calif. 


Nepco Adds Two 
Sales Trainees 


Two additional trainees have joined the 
Port Edwards, Wis. 

They are Charles Doman. Ripon. 
rill, Wis. Upon their 
training course they will assigned 
consumer promotion work 
western area. 


Fraser Promotions 


Fraser has announced some 
Forbes has assumed the duties chief 
sidiaries. Overbagh has been ap- 
pointed assistant chief engineer. 
assistant mill manager 
Fraser Paper. Maine 
Martin. Hunting has been 
appointed divisional chemist for 
Paper. the post formerly 
Mr. Martin. 

Mr. Forbes, previous joining Fraser 
worked with Consolidated 
Paper Corp.. Price Bros. Co. 
Ltd. and the Minnesota Ontario Paper 
Co. joined Frasers October 1945 
assistant chief engineer the com- 
pany. 

Overbagh joined the engineering 
From 1942 1946 served with the 
Following his military serv- 
1946 acting plant engineer. 1947 
beeame plant engineer and 
was appointed assistant the mill 
manager. The following was 
named assistant mill manager. 

and joined Fraser Paper. Ltd. 1939 
its technical From 1943 
1946 saw service the Navy. 
returned the company 1946 and 
ston The following vear was 
named divisional chemist the mill 
Madawaska which has now been 
named assistant mill manager. 

Hunting served for two years 
Fraser Ltd. junior chemist 
1953 was appointed assistant 
divisional chemist. 


Reece Named Technical 
Serv. Engr. Westfield 


Lawrence Jr. Holyoke. 
service engineer the 
Paper The company has plants 
Russell and Lee. Mass. and West Con- 
shohocken and Manayunk. Philadelphia. 
Pa. 

Mr. Reece comes the Westfield 
River from Whiting Paper Holyoke. 
where for the past years has been 
associated the various technical super- 
visory and purchasing capacities. Active 
technical associations, Mr. 
Reece member the executive com- 


mittee the New England 


Hunting 


Martin 


Top row L-R: Edward Gardner, Colin Gardner, Edward Gardner, Jr., Colin Gardner Bruce Martin. 


L-R: Floyd Lockard, Richard Siegel, William Gardner, Ames Gardner, David Arnold. 


Gardner Executive Changes 


dent the chairman the 
the management of the company and 
will serve chief executive officer. 

Colin Gardner the 
was formerly executive vice-president 
bilities will include active executive di- 
rection all company activities. 

chairman since Mr. Turner 
but will remain 
chief legal counsel and business advisor. 

tive direction all 
was formerly finance. 

Colin Gardner former vice 
dent. operations, becomes 
and general will manage 
all company operations, under the diree- 
tion the president and executive vice- 
president. 

announced the same time include: 

Floyd Lockard. formerly controller 
ind now finance. 

Ames formerly general man- 
ager carton sales and now vice-presi- 
dent charge carton 

William Gardner, formerly assistant 
director board sales and vice- 
president. board sales. 


Richard formerly director 
industrial and relations and now 
relations. 

Bruce Martin. formerly manager the 
Filer division the Ameri- 
lent charge manufacturing. 

Bogalusa Paper Bogalusa. from 
assistant technical firm 
division the Gaylord Con- 
tainer 1940 went the Union 
mill division. 1948 went the 
ager and shortly was made manager 
the firm’s Filer division, Filer City. Mich. 

Robert Gardner and Walter 
remain senior vice-presidents. 

Regarding thees changes. Gard- 
growth and plans for the need 
organization and establish new lines 
organizational 

tellier-Phillips Paper Co. 
paper stock collection 
firm. and also announced the formation 


another subsidiary, the Gardner Con- 
which will make corrugated 
shipping containers. Gard- 
ner has recently opened sales 
offices already are maintained 
York City. St. Louis. Cleveland. 
Philadelphia and 


wholly owned Manchester Machine 
owned jointly with the Cham- 
Fibre and Paper Hamilton. 
and has will build 
new plant Ft. Texas. 


Chase Bag Promotes Two 


Chase Bag Co. has appointed Rus- 
sell chief chemist and 
Jack Means assistant chief chemist 
the general laboratory Chargrin 


Falls. 


Mr. Jagoditsh has headed the quality 
control department the firm’s paper 
mill for the last two years. Mr. Means 
has been the laboratory since 
prior which was with 
Sherwin-Williams Co. 


(More People page 34) 


Bottom row 


he 
: 


“Milk your paper just wont do, 
Let Ti-Pure whiten for you!” 


owner Samson was all 


Dark, dingy paper was making him blue. 
His pulp was, sad dreary lot, 
Till TI-PURE PONT arrived the 


“Throw out that milk, Sam, don’t back-seater! 
good-by dark paper, with your beater. 
Like all Pont pigments, been put the test, 
filler for paper, considered the best!” 


PROMPT, NATION-WIDE SERVICE THROUGH THESE 
PONT DISTRICT AND WAREHOUSES: 


Atlanta, Go. indianapolis, Ind “New York, N. Y. 
“Chicago, iil. Kansas City, Mo. “Pasadena, Calif. 
“Cleveland, Ohio Lockland, Ohio *Philadelphia, Pa. 

Dallas, Texas Lovisville, Ky. "Portland, Ore. 
"Detroit, Mich. “Malden, Mass. St. Lovis, Mo. 
*Houston, Texas Minneapolis, Minn. “San Francisco, Calif. 

New Orleons, La. Seattle, Wash. 


Ti-Pure 


TITANIUM DIOXIDE 
BETTER THINGS FOR BETTER LIVING THROUGH CHEMISTRY 


Now Sam uses oft heard 
“My the whitest many day.” 

MORAL: 
Why you should use quite plain see: 
gives whiteness brightness opacity! 

e 

Pont now offers direct-to-you field service TI-PURE 
titanium dioxide pigments. Technical experts, backed 
modern paper laboratory, will glad help you with your 
pigmenting problems. Call our nearest office for 


TI-PURE gives your paper: 


sharp 
mat- 

rep 
ter 
magazine 
pers, 
stock. 


pacity. Ne 
lightweight 


ope and 


PONT NEMOURS PIGMENTS DEPARTMENT, WILMINGTON 98, DELAWARE 
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parchment. 


Practical Help 
for the Pulp 


Reason can’t buy this book 
But vou have read Paper Trade 
JOURNAL far this vear 
had opportunity read all the 
meaty articles listed here—and 
good many more. This solid infor- 
mation addition the week- 
news, 
prices and items new equip- 
ment and new 
lished every week. 


reader PTJ you undoubt- 
edly know that every article 
every “chapter” this 
original material, not available 
any other publication. liv- 
ing textbook, kept date for 
you week week, designed 
keep vou informed, help you 
better job and make better 
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The "Chapter" Papermaking 


Softer Tissue Sheet Results from New Stockmaster Refining Bancroft. 
Why Wool Best for Paper Machine Felts? Experience with Synthetic 
Fibres Felts. Paper Mill Noise Problems. Report Closed Hood Installa- 
tions Iroquois Falls. New Concept for Drying Paper and Board. How 
Cut Wire Cleaning Down-Time. How the Morden Stuff-Maker Improved 
Sheet Formation Columbia River. What Rotabelts are Doing Fiteh- 
burg Paper Co. Better Circulation Stock Storage Tanks. 


The Engineering Maintenance 


Latest Ideas Rubber Belt Use Pulp Mills. How Much Can Pump 
Pump? When Does Pay Replace Pump? Constant Feeding Fuel 
Bark the Hofft-Weverk Bin Unloader. What Combined Locks Has 
Learned from Years Metallizing. How Get Highest Performance 
and Wear from Elevator Conveyor Belts. How Magnetic Particle Inspec- 
tion Aids Maintenance Camas. How Get More and Better Production 
From Paper Knives. How Cut Impeller Wear. How Piping May 
Used The Pulp and Paper Industry. 


The Instrumentation 


Strain Gauge Measurement Press Loads and Felt Tension Gibraltar. 
What New Pulp and Paper Control Instruments? Mill Control 
Tester for Folding Quality Board. Liquid Level Measurement and Con- 
trol. How Hamilton Sons Uses the Foxboro Beta Ray Sheet Pro- 
filer. Continuous Recording Comparative Paper Caliper. How Moisture 
Control Automatically Controlled the Stickle Mechanical System. How 
the Beta Ray Scanner Provides Felt and Wire Life Data Southland. 


The New Plants 


Plant Modernization 


Arizona’s First Pulp Mill. St. Regis Completes $5,000,000 Expansion 
Pensacola Kraft Center. Rayonier Opens Jesup Mill. The Paper Industry 
and the Southland Mill. How One the Oldest Pulp Mills Has Been 
Rebuilt and Modernized. Present Status the Pressafiners Green Bay. 
Fast Paper Machine Gets Rolling Scott’s Everett Plant. Everett Pulp 
Paper Completes How Alaska Pine Cellulose Modern- 
ized the Port Alice Mill. How Year Old Mill was Modernized and Made 
Thoroughly Competitive. Latest Techniques Kraft Pulp Board Pro- 
duction Built into National Container’s Valdosta Mill. Union Bag Completes 
Program 


The Board 


Strain Gauge Measurements Press Loads and Felt Tension Gibraltar. 
Modern B-C Reel Winder Solves Problems Bloomer Bros. Manchester 
Builds Nations Newest Cylinder Mill. How Eliminate Curling the 
Manufacture Paperboard. The Board Mill Superintendent and Process 
Control Instrumentation. Comparison British and American Board Mill 
Operations. Manufacture Hardboard the United States. Mill Con- 
trol Tester for Folding Quality Board. 


The Pulp Manufacture 


Kraft Pulp Bleaching. New System Pocket Grinder Control. The Cram 
Disk New Concept Fine Screening Groundwood Pulp. How 
Sulphite Pulp. First Mill Report Ahlfors Screen Operations 
Deinked Pulp. Newest Patterns Continuous Pulping Being Set Ameri- 
can Box Board Co. Southern Paperboard Completes High Yield Expansion. 
How Dissolving Pulp Made Foley. Riegel Carolina Reports the Bird 
Lime Mud Filter. Progress Continuous Kraft Cooking. 
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NEWS 


ASSOCIATIONS 


Hartley Reports Penjerdel Program 


Spring Grove, Pa. 

About 


Superin- 
tortheoming Fall Meeting the Division. 
October 1-2. 
program the 


Division 


rendents relates 
Opinions 
will include fine technical covering his subject. 
will use informal but informative 


approach discuss inks for let- 


men and 
program for the ladies. 

Among the speakers appear the 
technical 
zinia Pulp and Paper 


John mill 


terpress, 
Mr. Gallagher has been 
his company since 1933. 

The subject Mr. Openshain 
“Use Beta-Gauge Profiler Control 


session are 


Smoothness 


assistant manager, 


Superintendents Local Meeting Dates 
DATE DIVISION PLACE 
Sept. 2-4 New York-Canadian Saranac Inn 
Saranac 
| 
Sept. Michigan Harris 
Mich. 
Northwestern Breezy Point Lodge 
Brainerd, Minn. 
Sept. Miami Valley Elks Country Club 
Hamilton, Ohio 
23-25 Northeastern Poland Spring House 
Poland Spring. Maine 
| Oct. 1-2 Penjerdel, Fall Bedford Springs Hotel 
Meeting Bedford Springs, Pa. 
Oct. Connecticut Berkshire Inn 
Valley Great Barrington, 
Oct. 13-15 Southern George Vanderbilt Hotel 
Southeastern 
Fall Meeting 
3-4 Pacifie Coast Div. New Washington Hotel 


(Annual Meeting) 


Washington 


TAPPI Local Meeting Dates 


DATE SECTION PLACE 
Fall Meeting Maine 
Sept. Ohio Manchester Hotel 
Ohio 
Sept. Chicago Chicago Bar Assn. 
Oct. 1-2 Southeastern Valdosta Country Club 
Valdosta. Ga. 
Oct. 8-9 New England Berkshire Inn 


Meeting Great Barrington, 
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Mr. “Bleaching 
Studies The 
upon which will report were 


Schmitt is to 
with 


‘arried out pine pulp using 


alkaline hypochlorite, and 
chlorine dioxide. The most desirable two- 
brightness was determined make 
with regard both 
costs for bleaching 


strength. 


stage 


Zellerbach Sponsors 
Graphic Arts Show 


For the first general showing 
the American Institute Arts 
will seen the Coast 
when Zellerbach Paper 
four-part graphic arts exhibit for presen- 
tation the principal cities the West. 
will the De- 
and Printing for Commerce exhibit 
winners from the last two years, the 
Fifty Advertisements the the 
Fifty Books the Year. and the Annual 
Magazine Show. 

This presentation line with Zeller- 
bach’s relations program, present- 


show 


year 


Included the show 


prize winning graphic 
for the appreciation and advancement 
graphic arts general. Invited 
tend the showings leading hotels 
advertising 
and instructors. The exhibit will open 


agency 


the public. 

Glory Palm advertising and 
promotion manager Zellerbach 
Paper directing the show 
numerous Advertising Club 
eons. the exhibit will 
Miss Gerry assistant advertising 
manager of Zellerbach. 


Tentative Program Fall 


Meeting Northwestern Div. 
Supts. Assn. 


Breezy Point Lodge, Brainerd, 
Minn.—September 


Weverhaeuser 
Printing Jack Watson, Director. 
Officers. 
national Nickel The Modern Paper 
Beloit Works. 


Social activities. 


September 


OUT THE 
“BUFFALO” 


~ 


sure that “Buffalo” rotors can stand far 
greater stress than they would ever encounter 
installation, deliberately try destroy 
them this “Buffalo” vacuum test pit! Here, 
partial vacuum, the rotor tested can 
revolved tip speeds high 60,000 and 
even 70,000 feet per minute. The slightest un- 
balance, the slightest structural weakness, wou!d 
result destruction the rotor these fantastic 


COME 
BETTER FANS 
FOR YOU 


Type 
Limit-Load Ventilating Fan 


“Buffalo” 
Axial Flow Fan 


speeds and shows here the Punishment 
Pit, not the installed 


This just one phase the rigid testing and 
excellence engineering, Factor*, which 
assure you best buy when you specify 
“Buffalo” Fans. Why not write for 
engineering literature your air handling 
problem? 


Factor The built-in Quality which provides 


BUFFALO FORGE COMPANY 


159 MORTIMER STREET 


trouble-free satisfaction and long life. 


BUFFALO, NEW YORK 


Canadian Blower Forge Co., Ltd., Kitchener, Ont. 
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Sales Representatives all Principal Cities 


VENTILATING PRESSURE BLOWING COOLING HEATING INDUCED DRAFT FORCED DRAFT EXHAUSTING 
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New Techniques 
Topic Fifth TAPPI 
Testing Conference 


papers has been developed for the Fifth 
October The conference sponsored 
chairman for the 
The Howard Paper Mills. 
Ohio. 


the “New techniques and 
devices for the testing pulp and 
lude the following papers: 

Riegel Paper Milford. 

“New Recording Fluorescence Size 
Paper Chemistry, Wis. 

Spectroscopy Paper Prob- 
lems.” Eastman Kodak 
Co. Rev hester, N.Y. 


Coated 
Robert Eastman Kodak Co.. 
Rochester. N. 


Methods for Evaluating Printability 
Paper and George 
Wis, 


Morden Machine Portland. 
Ore 


New 

“New Techniques the Optical Test- 
Chureh. Va 

pulp and paper and their 
lerials 


Michigan Supts. Meet 
September 


The Division The Ameri- 
Pulp and Paper Superintend- 
ents Assn. hold its first meeting 
the 1954-1955 season on September 16 
Hotel Kalamazoo. Mich. 

This meeting will open with dinner 
talk Manufacturing Prob- 


manufacture paper mill felts also will 
he shown. 

Other features the program 
the presentation the Fred Boyce 
Student Award Check James Lewis 
Western Michigan College. There also 
will recognition the Michigan 
Division winner the Award the re- 
‘ently completed 7th Bolton Award Con- 
test. representative John Bolton 
and Lawrence. Mass. will 


OBITUARIES 


Anglo-Canadian Pulp and Paper died 


George Kerr, 72. Newton High- 
Mass.. director The Ruberoid 
Co. and well-known figure the build- 
ing materials died 
during motor trip August 17. 

Mr. Kerr was 
the Safepack Mills. which sold The 
Ruberoid Co. was general 
manager the New England division 
Ruberoid with headquariers Millis. 
until his retirement 1942. 


Craig Maxwell, 85. one 
Ohio. Mr. for more than 
retired from this position 
with the Moore Thompson Paper Co.. 
this firm for eight finally retiring 


Kenneth Snyder, died August 
following heart attack 

Mr. was com- 
munity relations manager the Cham- 
pion Paper Fibre Co. 

\ native of Collinsville. he joined 
Champion 1927. became assistant 
supervisor training 1943 and super- 
industrial and community relations man- 
ager 1951 and manager later the same 


vear. 


and the Technieal Assn. the Pulp 
Paper Industry. 


James Ferguson, 53. Wilmette. 
manager General Box 
turers paper died August 
Evanston hospital. 
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Elliott Aldrich, 84. mechanical 
engineer for the Great Northern Paper 
over years, died August his 
home Quiney, Mass. 


Sutherland Booklet Aims 
Lasso College Men 


Sutherland Paper 
Mich. has decided not to wait for college 
graduates knock its door search 
troducing itself college men 
carefully-written 

One four-page brochure entitled 
“This Sutherland Paper This 
folder has been placed 
leges for about year. The brief editorial 
message points the advantages 
Sutherland. The fourth page 
plication blank which the 
mail Sutherland request inter- 
view, 

augment the information printed 
issued 20-page booklet. “Packaging 
From one glossy cover 
the the booklet let 
out college three years. tell word 
and why decided work 
Sutherland. staff technician 
his remarks college Jake Van 
Giesen, 

conducting Jake extensive 
cludes his sales talk with 
piece dialogue: 

sav this straight ean. Jake 
picked Sutherland the place begin 
career chemical engineer because 
thought offered the kind fu- 
And you won't be either.” 


Macaulay Round-the- 
World Consulting Tour 


Quality Control, Y.. left 
last week for round-the-world consult- 
ing Mr. first stop will 
Japan where for the first eight weeks 
statistical techniques the Dai Nippon 
Printing Plant well the 
Paper the same time Mr. 
Macaulay will company 
the application Statistical Quality 
through the Orient. Mr. will 
give series company seminars 
large printing firms 
where will have three-day meeting 
public arts seminars 


— 
4 
+ 
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Optical check for straightness with doctor 


working position. One many reasons why 
your Lodding doctor comes you ready for 


the kind action your production requires. 


REPRESENTED 
GREENE CORPORATION WOOLWORTH YORK 
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NEW EQUIPMENT 


AND SUPPLIES 
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SLUDGE PIT 


Flotation Unit Also Handles 


Graver Water Conditioning 216 
West New has de- 
designed tor pulp and 


Besides 
the unit is deseribed as capable, when 
particles the same time the same 
emoved continuously, the unit 

are te he removed from the 

how the equipment 
the air saturater tank dissolve 
the stream entering the flotation 
air will come out the solu- 
tien the form tiny the size 
pressure pressure drop the release 
entering the the 
their relative density. 
and rise the floating the 
the dewaters partly and 
concentration the “float” 
can varied changing the holding 


SURF ACE KIMMER BLADE 


ADJUSTABLE 
V-NOTCH WEIR 


LEVEL CONTROL 


OUTLET 
\ ADJUSTABLE PRESSURE 
‘ RELEASE VALVE 
\ 
AIR 
OUTLET 
+ | AIR 
CHEMICAL 
AIR SATURATOR 
wast 
TANK WATER 
INLET 


Heavy Particles 


settleable solids. the unit. is equipped 
with bottom seraper. 
settle the bottom the water passes 
and are central collector 
sludge pit from where they are removed 
for either further use are 


Graphic Control 
lon Exchange Equipment 


Graver Water Conditioning 216 
W. 14th St. New York. 11. N. Y.. now 
has available panel arrange- 
ment for automatic 
equipment. The panel said allow 
the operator see glance the 
system functioning properly. 
graphic panel conirol board 
in addition to the usual controls, meters 
tion the ion exchange units and the 
immediate piping and valves. Each valve 
representation has lights, 
one red, one green. When the opera- 
tion valve open, the green 
on, when the valve closed 
light on. 
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All pipe lines are also lit and colored. 
material being such 


cases where line carries two dif- 
pictorial arrangement used indicate 
this also. 

printed legend the panel said 
the system functioning properly and. 
not, just where the problem The 
which recommended large 
utility 
modified meet individual plant needs. 


Hydraulic Clam Bucket 
For Handling Rag Fiber 

The Stockwell Hydraulic Clam is de- 
signed primarily for paper mills using 
cooked stock made from flax, ete. 
The equipment adapted most 
makes tractors but when tractor 
not the manufacturer furnishes 

The leading edge each half the 
clam fitted with spike-like teeth 
designed penetrate mass rag fiber 
and force it into the bucket. The teeth 
are not welded the sides the bucket 
but are threaded and screwed into place. 
allowing simple change. 

The clam will operate mainly 
manufacturer states that two 
the clam can empty four five 
minutes. One operation Smith 
Paper Lee, Mass. 


~ 


Unplasticized PVC 
Pipe Fittings 

new patented process injection 


SLUDGE OUTLET 
| 
oy 
i 
3 
be 
\ ‘ 
; | al | 
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Peroxide bleaching with the Pont proc- 
cess can give you better-selling combina- 


Here’s how you can profit 
with Pont Peroxides and Bleaching Processes 


bleaching sulfate pulp 


occur multi-stage bleaching are smoothed 
Out the process. 


tion brightness and strength for kraft. SEND FOR THIS BOOKLET, 
You can bleach sulfate pulps high bright- oxide Bleaching Sulfate Pulp.” de- 
ness with good strength scribes the Pont process in- 
normal brightness with premium cludes information recommended bleach- 

Your yield stays high, since there little ing formulas, chemical control han- 
due And the bleached dling and storage peroxides, Mail coupon 
pulp highly uniform variations that for your copy. 


bleaching groundwood 


You can bleach low-cost groundwood for yields low waste disposal improved 
use higher-quality papers with the Pont same weight sheet more rapid 
Peroxide Bleaching Process. This economi- drainage during paper manufacture. 

cal process preserves all the desirable fea- SEND FOR THIS BOOKLET per- 
tures groundwood while increasing pulp oxide bleaching groundwood. Formula- 
Printing properties are improved tions, procedures and equipment for the 
and finished paper has smoother, more Pont process are described, plus control 


velvety hand. tests for bleaching Mail coupon 
You'll save with exceptionally high fiber for your copy. 


waste paper recovery 


You can produce high-grade pulp from low- stock you produce has better color stability. 
grade waste paper with the Pont Per- SEND FOR THIS peroxides 
oxide Process. Your pulping time cut... the recovery waste paper. It’s offered 
your yields improved. Recovered pulp Pont, pioneer producer peroxides, 
bright, strong, stable, and highly uniform— gives full information bleaching pulp 


regardless groundwood and recovered stock. Specific suggestions 

Lower pulpingtemperature meansreduced are given pertaining the recovery 
steam consumption hypochlo- azine and newspaper stock. Mail coupon 
rite can cut much And the for your copy. 


Pont peroxides are available for prompt delivery from conveniently lo- 
cated manufacturing plants. modern plants and facilities assure 
you dependable supply top-quality peroxide for your bleaching needs. 


MAIL COUPON 


TODAY 
Electrochemicals Dept., Del. 
ROXID IDE Please send literature Pont 
Bleaching Processes: (Check applicat ons) 

Sulfate Pulp Ground wood Waste Paper Recovery 
Peroxide 
Firm Position 
Address 

BETTER THINGS FOR BETTER LIVING THROUGH CHEMISTRY City State 
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224 East Broadway. Louis- 
ville the manufacture indus- 
molded products. 

Phe new process and equipment owned 
the new company will permit the use 
and similar plas- 
that cannot otherwise manu- 

unplasticized PVC fittings are 
exceptional most acids and 
and can furnished with high 


Speed Reduction Units 
For Vertical Shafts 

Pulley 4200 Wissahickon 
speed-reduction drives for 
vertical Vertical Shaft-King 
Speed Reducers are shaft-mounted units 
driven machine shaft po- 
agitators and liquid processing machines. 

These units can supplied 
feature helical gears cut from alloy-steel 
Both 
bearings are used where they best serve 


forgings. 
the purpose. Also featured 
internally-ribbed housing 
providing permanent gear 
alignment extra-large oil 
sign, according the manufacturer. 
torque-arm overload release which gives 
protection the driven motor 
and for operations 
choke shock loads may occur. 


FIXED BEARING AND 
DEPTH LIMIT COLLARS 
ACCURATELY (OCATE 
ROLL ON STAND 

SCREW EASILY PERFECT 
TURNED WITH SOCKET 

WRENCH FURNISHEL 


DUARED HEAD ON 


TAPER ON 
AUTOMATICALLY 
CENTERS SHAFT IN END OF SHAFT IN CORE 
OF CORE 


URFACE EXPANDING 8UBBER (EAD SCREW 


ORAWS 
BUSHING CENTERS END HEAD OUTWARD COM 
PRESSING RUBBER 
ANCHORS IT IN BUSHING LATERALLY 
POSITION EXPANDING DIAMETE® 


FOR APPLICATIONS 
WHERE STEEL CORES 
OR STEEL END CORES 
ARE USED PIN IS 

WELDED TO INNER 
FACE OF COLLAR fT 
FIT INTO NOTCH IN 
OF CORE 


ATES 
BRAKE DRUM 


Stub Shaft Assembly Speed Roll Changes 


Designed primarily for use with 
and sheeters but applicable 
this Stub Shaft assembly said 
facilitate the making roll changes. 
manufactured The Clark-Aiken 
Mass. The assembly consists 
two pieces and can used with rolls 
having paperboard fiber cores steel 
steel-end cores the size for which 
the assembly designed. Any assembly 
can also used with rolls any width 
from according report. 

Each stub has fixed collar control 
the depth which can inserted 
slight taper the outer 
surface the shaft just ahead this 
automatically centers the 
outer end the core when inserted 
the collar fit into the the core 
end when steel or steel-end cores are 
used. lead extending through 
the length the stub and 
means wrench applied the outer 
squared end draws the head outward, 


the core. 


exerting lateral pressure 


32—PAPER TRADE JOURNAL—The Most Useful Paper 


bushing and causing the bushing 
pand centers the innet 
end the stub the core and anchors 
firmly 

Fixed bearing collars one stub are 
spaced exactly the width the bearing 
the roll combination with 
locate the roll when placed the 
stand. The outer stub has keyway 
the outer end hold 
drum 

The manufacturer states that each stub 
weighs approximately pounds com- 
pared with more than 100 pounds 
solid shaft long enough carry 
wide roll. Thus one man can 
insert the stubs the rolls and remove 
the empty cores from stands. 
are loose collars slip off jam 
the shaft and few turns the wrench 
are all that are required lock the stub 
place release for removal from 
the empty said that the stubs. 


have load carrying capacity equal that 
solid shafts and are less likely bend 
sag under heavy loads. 


| 
| 
a 


for paper (magazine and books) gift wrapping, packaging 


stationery wallpaper for many other uses 


Koppers Latices are stable water dispersions Polystyrene Emulsions 
and butadiene effectively used the paper 


formulated into clear and pigmented 
making field. 


paper coatings for gloss, semi-gloss, flat 
Styrene-Butadiene Latices finishes. 
specialty package papers holiday and gift 
wrappings. 


feature high solids content, low viscosity, and 
ultrafine particle size that insures complete 
coverage paper surfaces coated. 

make excellent binders for clay-coated papers. 

unique heat sensitive adhesives for 
paper labels. 


Send today for full infor- 
are ideal beater additions pulp the mation how Koppers 


manufacture paper and paper products. Latices can best serve you. 


KOPPERS COMPANY, INC. 
Chemical Division, Dept. Pittsburgh 19, Pennsylvania 


SALES OFFICES: [NEW YORK - BOSTON - PHILADELPHIA - ATLANTA 
4 ® CHICAGO - DETROIT - LOS ANGELES 
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Load Grab Adaptable Various Shapes 


trucks that said permit handling 
ind made possible 
commodate the load the appli- 
the surface each pressure 


plate. 


pressure plate loosely mounted 


three fingers. This allows 


CONTROLLER 


BENDIX 
ULTRA- VISCOSON 


the pressure plate tilt the 
and provides for proper load distribution 
among the fingers. 
set suit the load the operator from 
his 

The arms the attachment are 
42-inches long and are thick 
model. Beeause of the thinness of the 


PROCES 
LIQUID 


DILUENT 


VISCOSITY 
PROBE 


Continuous Viscosity Control Ultrasonics 


now being offered complete line 
tems for continuous instantaneous 
measurement. The latest equip- 
laminating resins, gravure papet 
coatings and starch prepara- 


blending system shown above. 
Consisting probe and electronic 
the instrument Viscoson meas- 
steel blade the end the probe with 
short electrical produces 
shear waves the material 
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surrounding the blade. causing 
the material slip back and forth. The 
electronic computer converts the energy 
required produce the sliding motion 
measurements the dial 
of the computer or on a recorder or 
Since viscosity measurements are made 
eous regardless manufacturing 


MORE 


PEOPLE 


Gochnauer Named 
Marathon Engineer 


Harry for the past 
vears chief engineer Northern Paper 
Mills Green Bay. acquired 
Marathon has been appointed 
\ssigned the company’s central manu- 
facturing staff Gochnauer 
will divide his time between there and 
reside. 

During his association with Northern 
has supervised design 
tion additions that have more than 
tripled mill floor areas since joined 
the company was general 
manager the Electric 
formerly 
capacity engineered the 132.000- 

joining Gochnauer, 
Ohio State Department Public Water 
Supplies and with consulting engineers 
in Cleveland. 


Champion Advances Three 


John Barnes has been 
ing manager industrial and community 
the Champion Paper and Fibre Co, 

This position was 
Bruce Morford, who now special 
issignment conducting economic studies 
for Reuben president 
Champion. 

Mr. Barnes has been with 
Champion since 1934, serving chemist, 
industrial relations manager. 

James Williamson had been named 
acting assistant manager industrial 
and relations for the Carolina 
Division. 


Riegel Promotes Ericsson 
Paper Corp. bas appointed 

sales. Mr. has been with Riegel 


1935. 


BLENDING TANK 


These handy cards will 
bring you information 
promptly and cost 


inconvenience you 


any product that 
can identified 

any article 

new equipment described 
this issue 


the Paper Trade Journal ... 


and any literature 


mentioned our regular 


column: NEW LITERATURE. 


For best results, write 
clearly and identify the 
manufacturer, product 


literature, and yourself. 
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Please send additional information the products 
shown the following pages this issue. (List 
page numbers and names manufacturers.) 


Page NAME MANUFACTURER 
Page No. 


Ne. 


Necessary 
Mailed the 


Postage Stamp 
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WEST 47th STREET 


BUSINESS REPLY CARD 
First Class Permit No. 34.9, P.L&R., New York, 


Postage 

Will Paid 
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NEW YORK 


PAPER TRADE JOURNAL 


BUSINESS REPLY CARD 
First Class Permit No. 1037, Sec. 34.9, New York, 


Addressee 


Please send information the 
shown the following pages [List 
pege numbers and names 


The Paper Trade Journal 
provides this postage-paid 
service help you 

get the information 

you want 

QUICKLY 


CONVENIENTLY 


Use these cards 
pass this issue along 
others your mill 
who may need 


this service 
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PRICES PRICES 


MATERIALS 


MARKET WOOD PULP 
Third Quarter Contract Prices Per Short Air-Dry Ton 


Delivered Basis Varying Freight Allowances em] bags, cl. wks ewt. $1.8 
US | Ca ian Swedish Finnish Neewesian iron-free, c.l ks ewt 

Ground wood $75.00 / $80.00 $60.00, $95.00* §$76.50/$80.008 | §$80.00 §$77.50/ $80.01 Case pre 
Semi-bleached, Kraft] 130.00/135.00} 130.00 /135.00 [§$130.00/135.00§ 130 35.00° Arg. ex. dock, 27 
Kraft, Unb! 100.00/105.4 100.00/135.00 [*105.00/110.00*} *105.00/135.00* New Zeal, do 25 26 
Sulphite. Blehd 140.00 140.0 140.00*| 140.0 $135.00/142.50°§ Caust | 
Sulphite, Unbl. Gl'st 24.00 *124.00 cl. wks. solid, - 
Soda, Blehd . 1140.00 140.00 ‘ flak. & grd. 400-Ib. drums, c.l. 4.25 


China clay: 


dom. air-float, c.l. wks ton 


water-washed, lump, filler. .tom 


RAG MARKET COTTON LINTERS oating 


Imported, ex. shi short ton 00 
New Domestic Cotton Cuttings Memphis 


bh. 


Per 100 Ibs Aug. 17 -ingle-unit tanks, works wt 

No. 1 White Shirts = $12.75/$13.25 Per 100 Ibs multiple unit, 2-9 cars per yr 3.83 1.00 
No. 1 Unblched. Muslins 15.00/ 15.50 Grade Formaldehyde 
Blchd. & Unblehd. Underwears nominal 6.25 USP. inh. dms wks Th 
No. 1 Light Silesias 7.50 8.00 ; 5.04 4.25 hel. FE. wks It 071 
No. 1 Blue Overalls 7.25 7.50 y 4.00 3.00 
Percales 6.0 650 6 *2nd cut he al 3 3 Lime 
No. 1 Light Prints .. 6.( hydrated bags, wks 
Suntan Khakis 5.25 5.5 “Based on 73% celh Gum rosin 
No. Washables Bagging 

(Prices to Dealers, F.o.b. N. Y.) Rosin size 

Prices to Dealers, F.o.b. Shiy Foreign Gunny $4.00 $4 cars, south, sh ; - = 
Foreign Scrap Burla 3.00/ 3.75 Salt cake 

Mixed White : $2 10 Heavy Wool Tares 4.06 4.25 om. bulk, ¢.l. wks 24 t ) 
Cotton Pants & Overalls .. . 2.00/ 2.25 Austr. Wool Pouches 4.005 4.51 
Thirds and Blues, Repacked 1.65/ 1.75 Domestic Manila Rope 
No. 2 Rooting Rags eames nominal Domestic No. 1 Sisal. Strings 5.00/ 5.25 light, 58%, bags, wks om | Ss 


Sodium 
tank-cars, wks ..cwt 
WASTE PAPER MARKET drums, -..cwt. 1 

42° Be. Ww 
Mill Prices, F.o.b. Car Shipping Point Includes Brokerage tank-cars, wks 1.60 


drums, c.l. wks. ..... ewt. 1.95 


These quotations are partial indication the price range volume tonnage each 


market the date specified, gathered from major dealers. SPECIAL PACKINGS AND peroxide: 
SPOT TONNAGE NOT INCLUDED. Prices nominal. See TRENDS. 


EGE. Ib 19] 201 


New York Boston Chicago Los Angeles 


Soybean, protein: 


Aug. 23 Aug. 21 Aug. 4 Aug. 2 chem. isol., wks. ¢.l. bags. Ib 25 25% 
No. 1 Mixed Paper... . $ 8.00/ 11.00 $ 10.00 $ 9.0 11.00 $14.00 Suiphuste acid: 
No. 1 News 13.00 15.00 12.0¢ 14,00 15.00 13.0 16.00 Pe eee a 173 2.00 
Overissue 18.00 23.00 17.06 20.00 18.00 20.00 13.00/ 16.00 led. — 245 
Mill Wrappers 13.00% 19.00 12.00/ 14.00 14.00 14.00 tankcass. . ton 16.30 60 
Old Corrugated Containers ..... 19.00/ 24.00 19.00/ 20.00 22.00 20.00 
Sulphur 
No. 1 Brown Kraft Paper ..... 40.00/ 42.00 40.00/ 50.01 17.00/ - crude, c.l. mines, contract, 
Super Resorted Kraft Paper ... 45.00/ 50.00 50.00/ 60.00 400 45.00 long ton 25.50 27.50 
New Double Kr. Ld. Corr. Cuts 42.50/ 50.00 45.00/ 50.00 42.50/ 47.5 35.00/ 45.00 f.o.b. vessels Gulf do. 27.5¢ 30.50 
New 100% Kraft Corr. Cuts.... 55.00/ 65.00 55.00/ 65.06 00 0.00 5 
New Br. Kraft Env. Cuts ..... 75.00/ 80.00 65.00/ 78 00 45 k It 9 
New Br. Kr. Bag Waste Prntd.. 55.00/ 60.00 50.00/ 60.00 55.00 40.00/ 45.00 pe 
New Br. Kr. Bag Waste Unprntd 70.00/ 80.00 63.00/ 65.00 60.00/ 70.00 ad lata cas 
Starches 
No. 1 Groundwood Shvys. : 25.00/ 30.00 25.00/ 30.00 20.00’ 25.00 27.00/ 35.00 corn, multiwalls, c.l. prod. plant: 
White Newsblanks .. .. : 60.00/ 70.00 55.00/ 60.00 45.00 45.00/ 60.00 pearl ... rere on 
No. 1 Soft Wht. Shvs., coated... 65.00, 80.00 70.00/ 80.00 65.00 white, dextrines ...... cwt. 7.78 
105.00/110.00 95.00/110.00 100.00 95.00 chlorinated ...........cwt. 8.14 
Hd. Wht. Env. Cuts ..... ead 125.00/130.00 110.00/130.00 105.00 105.00/115.00 potato, Idaho, c.l. wks. W. ewt. 6.30 ; = 
East, fr. all. 50 cents cwt. 
Col. Tab. Cards ..... 50.00/ 60.00 60.00 28.00/ potato, Maine, wks. 
Manila Tab. Cards, bales pete 80.00/ 85.00 80.00/ 90.00 75.00 57.00/ 60.00 (6.79 : 
No. 1 Col. Ledger ......... ‘ 40.00/ 42.50 40.00/ 50.00 42.50/ 50.00 25.00/ 35.00 Tale: 
White Ledger ..... caedade 57.50/ 65.00 60.00/ 65.00 §2.50/ $5.00 40.00/ 45.00 domestic, sacks, c.l. wks. ..ton 25.00 /30.00 
Mixed Book & Mag.t ...... ; 18 00/ 20.00 18.00/ 22.50 12.50 Titanium dioxide: 
No. 1 Rep’d. Hvy. Books %...... 27.00/ 30.00 25.00/ 35.00 25.00 - 7.50 9.50 anatase, c.l. deld. E. bags . .Ib. 22 23 
rutile, c.l. deld 25 
25 26 
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Aluminum sulphate 
hquid 30% tanks 
ee: ; ? F.o.b. Shipping Point $ On Dock Atlantic Ports * Freight allowed liquid 70% tank 2.8 | 
moan 
) 
: 
* 
: Cer cwt 1.35 
“ 
3 
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NEWS 


SUPPLIERS 


Keyser 


Sun Chemieal Corp. has 
Edmund and Wil- 
liam Dooner its sales staff. 
will represent Sun Supply New 
industry. 

Special Products Division Harris Sei- 
hold prior that. with Western 


Edmund Fountaine 


Wm. Dooner 


more and with Heidelberg Eastern, 
the graphic arts field. 

Before joining Sun Supply. Mr. Foun- 
taine also was with the Special Products 
Division Harris Hall 
Brothers. Kansas the 
Davidson Corp. the 
field. 

Mr. Dooner was the sales staff 
joining Sun Supply 
with Procter Gamble 


McLaughlin 


newly organized company Louisville. 
Ky. presently the only source in- 
jection molded PVC fittings 
Church Co. the first injection molding 
machine for this purpose. The company 
was established Tube Turn- 
National Cylinder Gas Co. and 
Jackson Church. 

David Perrot. chairman Jackson 
George Boomer, chairman National 
Cylinder president the new 
firm. Carl MeLaughlin, 
ant the executive 
Turns was elected executive 
vice-president the new company. 


conditioning plants since 
completing new plant Clayton which 
provides large amount additional 
capacity and office 
laboratories. and modern plant cafeteria. 


lustrial and institutional cleaning com- 
pounds for years, are entering the 


paper mill cleaning 

The company has established 
brochure, “Du Bois Engineered Products 
for Paper Mills” which 
cleaning and maintenance products, 
ganization, Manufacturing 
general laboratories and technical 
Industrial Division assist plants 
the solution their problems, de- 
speed production. 

The brochure available without obli- 
gation from the Industrial Division 
The Bois Co., Cincinnati Ohio. 
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corn and soybean have 


elected Staley, son the company 
charge the company’s 
relations. 

Mr. Staley. who has been director of 
relations since has been 
member the board directors since 
pany operated food broker- 
age business Phoenix. Ariz. 
pany president and board chairman. 


FERGUSON CO. Canada. 
announce that Thos. has 
joined their organization contract en- 

Was senior engineer for Alum- 
Canada, Ltd. was also 
and with Can- 


engineer. 


Williams, Jr. 


Driesch 


facturers industrial cleaning 
Charles Williams, formerly plant 
manager the Regal Cream 
Denver. representative the 
new Sioux City, territory. 

James formerly Pittsburgh 
now serving the Washington, 
area. 


eat 


Moyer 


named Moyer, Mr. 
joined the company July 1948 
head service and develop- 
beater-additive resins for the 
dustry. has served sales manager 
for the past three years. 


Robert DeWolfe 


NATIONAL STARCH PRODUCTS 
INC. has appointed Robert DeWolfe 
supervisor New York Sales. This ap- 
pointment will permit 


Eastern sales manager (to devote more 


Wm. Morrison 
WILLIAM POWELL Cincin- 


nati, manufacturers precision 
valves, has appointed William Morrison 
sales representative cover the New 
York area. 
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Get Lower Handling Costs 
without capital investment! 


addition regular terms, you can also get prompt delivery 
new equipment without cash outlay. 


Plan 


The Plan requires capital investment and only small 
monthly rental payment. Towmotor users report savings 60% over old 
handling methods. Advantages include— 
(a) Greater handling efficiency your receiving, storage, production and shipping 
operations without capital investment. You pay low monthly rental during lease 
contract period. down payment required. 


(b) Greater handling economies with modern Towmotor equipment. Your business 
will enjoy the competitive advantages lower costs 


You have choice 5-year lease. Monthly payments are graduated 
downward over the 3-year period and are proportionately lower over the 5-year 
period. 


TOWMOTOR Time Payment Plan. You can also buy your Towmotor material handling 
equipment spreading the cost over months. outside financing necessary. 
Towmotor handles complete arrangements. Minimum down payment. 


Mail the coupon and let Towmotor solve your material handling problems. 


FORK LIFT TRUCKS 
and TRACTORS 


SINCE 1919 


TOWMOTOR CORPORATION, Div. 1226 152nd St., Cleveland 10, Ohio 


Please send me more 
information on: Name 


**Lease-A-Towmotor’’ Title 
Plan 


Towmotor Time 


Payment Plan 


Have a Towmotor Mass 
Handling Engineer cal! Zone Stote__ 
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q 


will speed the reply your 
inquiry mention Paper Trade 
Journal. 


CHAS. MAIN, INC. 
CONSULTING ENGINEERS 


Process Studies. Desiqn. Specifications 
ond Engineering Supervision 


PULP AND PAPER MILLS 


Steam, Hydraulic and Electrical Engineering 
Reports, Consultation and Valvctions 
80 Federal Street Poston 10. Moss. 


MERKOR 


Non-Returnable, Du- 
rable standard mill core. 


Returnable and Non- 
Returnable extra strong 
mill core for regular and 
special needs. 


MADE YOUR SPECIFICATIONS 
Write for samples and prices 


MERCER 


PAPER TUBE, INC. 


655 WEST INGHAM AVE. 
TRENTON, NEW JERSEY 
Sales Offices: 

NEW YORK OFFICE, 500 AVE. 


PHILA., PA., PHONE MARKET 7-3313 
FRICKE CO. 


Petersen, former sales manager the 
compressor sales, Sales Manager 
Packaging Machine Sales upon 
tirement who had been 
associated with the 
1936. Merle Stutzman was appointed 
sales manager the 
and Craven was made manager 
the District Chi- 
cago, 

Mr. Petersen has Lynch 
Corp. Compressor Sales since 
coming sales manager 

Prior accepting with 
Lynch, Merle Stutzman was service man- 
ager and general manager Refrigera- 
tion Supply Distributors Los Angeles 
from 1930 1952 when became Store 


Manager and Purchasing Agent Ther- 
mal Products. the same city. 
Mr. Craven has been assistant the 
district manager the Eastern District 
offices New York City 1952 prior 
his appointment district manager 
the Mid-Western District Offices. 
has opened three new district sales 
Morehead under the supervision 
Ray Traylor; Cincinnati. 1720 
tion Road with Charles Stanton 
under the supervision Bruce Genzel. 
Mr. Stanton has been Sales Engineer 
for nine Mr. Genzel for five and 
one-half years. and Mr. Traylor has rep- 
resented Chain Belt Co. the 
three and one-half 


—~ 
AMERICAN PAPER AND PULP ASSOCIATION'S 
PAPER PRODUCTION RATIO REPORT 
(Production as percent of normal capacity) 
COMPARATIVE WEEKLY SUMMARIES 
July 17 July 24 July 31 Aug. 7 Aug. 14 
1954 91.8 95.2 QO] &y 93.1 
July 18 July 25 Aug. 1! Aug. & Aug. 15 
r Revised 
COMPARATIVE MONTHLY SUMMARIES 
Year 
Year = Jan Feb Mar. Apr May June July Aug. Sept. Oct Nov Dec Avg 
1953 94.5 94.6 94.4 12.7 93.9 493.8 222 047 92.7 97.2 946 82.8 92.3 
1954 93,3 94.0 93.7% 92.5¢t 4.3% 0.52 81.1¢ 
t Preliminary 
COMPARATIVE YEARLY SUMMARIES 
Year to Date 103.7 97.5 85.5 94.9 99.8 90.4 92.6 91.5 
Year Average 101.7 2.1 83.7 95.8 98.0 88.6 92.3 
PAPERBOARD OPERATING RATIOS? 
July 17 July 24 July 31 Aug. 7 Aug. 14 
July 18 July 25 Aug. 1 Aug. 8 Aug. 15 
: Year 
Year lan Feb. Mar. Apr. May June July Aug. Sept. Oct. Nov. Dec Avg. 
1953 “Q] 95 95 95 96 93 &] 98 94 97 94 79 93 
1954 x9 90 RR 90 ag 74 
All of the above data is based on tonnage reported to American Paper and Pulp Association. 


Does not include mills reporting to National Paperboard Association, except in tsolated cases 
where both paper and paperboard are produced and separate tonnage figures are not readily 
available. Does not include mills producing newsprint exclusively. 

Note: In the above tables all the ratios shown are on the basis of a normal 6 and 7 day 


capacity. 
+ Per cents of operation based on “Inch-Hours” reported on a 6-day basis to the National 


Paperboard Association, 


FOR 


motor and V-belt drive. 


Moore and White plunger pump arranged for belt drive. 


1—9%x16 Downingtown, duplex plunger pump with 7!/, hp Elliot drive 
motor, pump like new. 


Hutcheon-Sharp embossing machine, good condition. 


1—Seybold precision type trimmer, 64” knife with air floats and electric 
back gauge, excelient condition. 


SALE 


Beloit heavy duty duplex cutter and 

I—Pasting machine, 60”, which consists of two roll unwind stand, one 
set of paste rolis, one set of combining rolls, five 28” diameter 
dryers, a single drum reel. This unit still on its foundation. 

2—144” 8-roll Holyoke super calender. 


|—%” 9- roll Norwood Engineering super calender. 
9-roll Holyoke super calender. 


THE BLACK-CLAWSON COMPANY 
SHARTLE BROS. MACHINE DIVISION 
Used Equipment Department 


MIDDLETOWN, OHIO 
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Especial for 


paper reinforcements... 


Pittsburgh Fiber Glass 


Pittsburgh’s newest reinforcing fiber glass yarn tailor-made for paper products. 
This PPG 7115 yarn provides smoother manufacturing, lower fuzz for such 
reinforced paper products laminated sheets, manufacturer’s joint and 
pressure 


Important too, Pittsburgh Fiber Glass Yarn reinforcements give better flexibility 
finished sheets than any other type reinforcements. 


For complete information the complete line PPG Fiber Glass reinforce- 
ments, and arrangements for your plant” tests, contact our executive offices 
our district sales offices Chicago, Cincinnati, Cleveland, Detroit, Houston, 
Los Angeles, New York, Philadelphia St. Louis. Pittsburgh Plate Glass 
Company, Fiber Glass Division, One Gateway Center, Pittsburgh 22, Pennsylvania. 


PLATE GLASS COMPANY 
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ALBANY FELT CO., Albany, Y., 
has started operation loom, 
the largest the Western Hemisphere. 
Knowles, this mammoth loom 


Felt considerably increased range 


for production both joined 


cilitate particularly 


large fine woven 

Albany Felt was also the first intro- 
600-inch looms, both the plant 
Albany and the Canadian division 


Que. The addition the 


new loom part over-all expansion 


program which being carried 


Hoosick Falls. N. North Monmouth, 
Albany New Loom. Maine: and Canada. The 


O'Connell 


and water conditioning has 
appointed Robert Fay Sales 
Engineei of its St. Louis. Mo. office. He 
started with the company November, 


1953 and prepared for his position 


CORES 
CAPS 


Straight wound paper cores made sizes from 10” 
inside diameter with any thickness wall required. 


Long draw protected slot caps heavy gauge steel all 
standard sizes. 


Heavy duty caps with reenforced square hole. This 
patented feature reenforcement gives added strength 
and durability. 


submitted 


ELIXMAN PAPER CORE COMPANY, 


CORINTH, continue hold his present position 


general sales manager. 


Comes 
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Mr. 


Farrel-Birmingham sinee 1922. 


with 
was 


sales representative the New 


Comes has been connected 


territory for number with 

Mr. Comes was transferred 
office at 
manager the Banbury 
Mixer Department. was pro- 
the position assistant general 
1953 


main 


sules manager and named 


general sales 


Sanborn 


WYANDOTTE CHEMICALS 


promoted Charles man- 


iger 


Division Researeh 
tive company’s Eestern 
New York 
ber 

Mr. Sanborn has been with Wyandotte 
ter them doing market 
has been department man- 


will move the 


Chemical Market Research Assn. and the 
the Advisory Council of Market Research 
Directors of the National Industrial Con- 


ference Board. 


since 


FRANK EGAN Bound Brook. 
verting and plastics machinery, have ap- 
ER-WE- 


machinery 


designer and builder paper con- 


lorf. Germany their licensee. 
many and will converting 
plastic equipment under this new 


igreement Egan drawings and designs. 


COMBUSTION 
has appointed MacDonald 
manager the Los Angeles 
ect engineer for the Fluor 
until June when joined the sales 
department Combustion Engineering. 
the Los Angeles office. 


mann- 
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August moving all and manu- 
New York City 
its new plant Cliff Lane 
side Park. 


facturing facilities from 


New York City. has appointed 
Ralph Kumler pulp and paper 
for consulting work 
problems the pulp and paper industry. 

Mr. Kumler brings the Snell organi- 
zation rich background experience 


available 
chemical 


paper 
Four 


spent 


ENGINEERING WEAVING 


WIRE DRAWING QUALITY CONTROL 


LOOM CONSTRUCTION AND MAINTENANCE 


with the Hereules Powder Co. chemist 
tollowed by 
seven vears with the Jessup and Moore 


and operating supervisor 


Paper Co. chemist and mill superin- 
tendent. 
Mr. Kumler was 


the intreduction of wax sizes to the 


paper 


sales manager and director Bennett. 
Inc. When the enterprise was 
the sales and 
for almost ten vears has been techni- 
cal director of the Paper Chemicals De- 


RESEARCH 


INSPECTION FINISHING 


CAREFUL SHIPMENT 


Each step deliberately careful with 


view making Fourdrinier wire 


cloth better, order that better 


paper may become likewise reality. 


THE LINDSAY WIRE WEAVING COMPANY 
Cleveland 10, Ohio 


SS 


Since 1904 


# 
% 
++ 
iy 
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JEFFREY 
Columbus, Ohio has named 
sales engineer with the Birm- 
ingham Distriet district manager 
Convevor Division, him 
Berg from the home office. 
Howard former Conveyor 
Division distriet manager the 
District has been moved simi- 
lar post the Pittsburgh District 
Replacing him Chicago James 


for number vears assistant 
the chief engineer the 


. 


abate malodorous sulfur compounds. 


From Rhodia, Inc., New York, 


Based your answers simple questions. our technical staff 


Being transferred from Pittsburgh are 
Balduff and Travers Nelson 
sales engineers, The 
gone Orlando, Florida. work the 
Jacksonville District Office territory. The 
latter has become manager the District 
Office Jacksonville. 

William Cheney has 
ferred from the Merchandise Sales De- 
Sales engineer the New York District 
Ofhce. Vernon Ekblad. former sales 
‘ngineer the Engineering 
Sales Division has taken 
position the District 


The original masking agent for 


kraft mill odor abatement. 


Improved product design makes possible 
malodor abatement gaseous and liquid 


effluents from sulphate operations. 


and experienced 


engineering section can assist the 


kraft pulp industry its study and efforts 


Co., Alamask reodorants. 


can tell you how Alamask will help you negate your mill 


NAME 


malodors. Send for the questionnaire today. 


Rhodia, Inc., Industrial Reodorants (Alamask) Division 
230 Park Avenue, New York 17, N.Y 
Please send the ‘“Alamask Odor Abatement Questionnaire’ to 


COMPANY 
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Robert Farrell has become 
sales engineer the Columbus District 
replacing Robert Henning 
has moved from that post 
post in the home office Products Engi- 
neering Sales Division. Robert Dunn 
has become associated with the Knox- 
capacity. George Kepley 
transferred from Coal Preparation Engi- 
neering Sales the home office 
Edward Braun, former sales 
with the Buffalo District Office. 


opened new distribution center meet 
the inereased formaldehyde needs the 
South States. The new center 
two other Borden formaldehyde shipping 
points the East. These 
manufacturing plants. 
The new distribution permit- 
Borden for the first time offer tank- 
truck deliveries along 
the entire Eastern Seaboard. except 
the northern tip Maine and the south- 
ern tip Florida. Borden the only 
for the entire 
purchasers formaldehyde could obtain 
the chemical only drum 
had carry larger inventories than 


From now on, have watch that 
bleaching, Jones. 


af 
KAIN 


JOURNAL 


RATES FOR ADVERTISING 
(PAYABLE ADVANCE) 


CLEARING 


$.75 cents per line (6 words to line) minimum charge $3.75 
—Additional charge of 70 cents if box number is used 


Situation wanted adverfisements can be repeated for '/; rate 
Space in this section can also be purchased at $5.00 per column inch—(!"" x 2/4) 
Address replies to advertisements appearing under Box Number in care of 
PAPER TRADE JOURNAL, West 47th Street, New York 36, 


HELP WANTED 


POSITIONS OPEN 


We can place—Mill manager or gen. supt 


paperboard mill; supt. converting plant, 
cellulose wadding and facial tissue; tech- 
nical quality control man for fine paper 
mill, preferably one with degree in chem- 
istry 

Electrical and plant engineers; salesmen for 
board and folding cartons, decorative pa 
pers, etc.; converting machine mechanic 
for So. Amer 

Chemists, chemical engineers and technical 
directors; finishing foremen; industrial 


engineers; recent graduates in chemical, 
industrial or mechanical engineering; ma- 
chine tenders and back tenders 
If you are available for a position in pape 
or pulp mfg. or paper converting, SEND US 
YOUR RESUME. It will be in confidence 
No charge unless you accept employment 
through our Service 
CHARLES P. RAYMOND SERVICE, Inc. 
294 Washington St. Boston 8, Mass, 
Phone: Liberty 2-6547 
A.27 


WANTED 
PAPER MILL SHIFT SUPERVISOR 


Modern Integrated Southern Mill needs Paper 
Mill Shift supervisor. Our mill has new modern 
machine and other equipment. Applicants must 
have had experience as shift supervisor or ma- 
chine tender on Fourdrinier machines making 
heavy weight bleached grades such as, drinking 
cup, food carton, milk carton, etc. Send full 
details of experience in first reply Communica- 
tions will kept Write Box 
care Paper Trade 


HELP WANTED 


WORKING MASTER MECHANIC to head Mill- 
wright Dept. at our Pulp and Paper Division at 
Warrensburg, New York. Must know Steam (Oil 
Fired Boilers) and Stickle Condensate System. 
When applying, state past experience and sub- 
mit references. Living quarters available. Our 
personiel know of this ad. Mail applications 
to Thomas A. Galante & Sons, Inc., P. O. Box 
150, Mechanicville, New York 


WANTED 


WORKING MASTER MECHANIC 


in small two machine midwestern board mill. 
Must be experienced in all phases of board 
mill layout and maintenance. Also acquainted 
with sheeters, rewinders and pasting operations. 
An excellent opportunity and future for a man 
with experience and ideas. Give al! details and 
salary expected in first eltier, Address Box 
54-297 care Paper Trade Journal. e 
-10 


SUPERINTENDENT for Multiwall Paper Bag Plant 
located in California. Full charee all manuafcturing 
operations. Send full details of education, age 
background and industrial experience in first reply 
Communicatiors will be kept strictly confidential. 
Address Box 54-299 care Paper Trade Journal 
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HELP WANTED 


Personnel Service Associates 

115 State St., Springfield 3, Mass. 
Tel. 6-4749 

Personalized Confidential Placement Service 

for the 
Pulp, Paper and related Industries 
Admiunistrative—Production 

Technical—Sales 

Inquiries welcome A- 


CHEMIST CHEMICAL ENGINEER 


Opportunity available for Chemist or Chemical 
Engineer in an expanding pulp and paper mill 
located in the Midle Atlantic States. Age 25-35 
years with several years experience in pulp and 
paper chemicals and fibers. Good salary with 
excellent opportunity for advancement. Send 
resume of educational background and industrial 
experience. All replies confidential, Address Box 
54-26! care Paper Trade Journal! 


A.27 


MECHANICAL ENGINEER WANTED 


Graduate Mechanical Engineer experienced in 
the operation of Fourdrinier paper machines, 
refining and related equipment for large pro- 
gressive mill in Middle Atlantic States. Under 
35 years of age. Good salary with excellent 
opportunity for advancement. Give detailed 
resume of experience. Address Box 54-254 gare 
Paper Trade Journal. 17 


MECHANICAL ENGINEER WANTED 


Graduate Mechanical Engineer experienced 
pulp and paper maintenance for large progres- 
sive mill in Middle Atlantic States. Under 35 
years of age. Good salary with excellent oppor- 
tunity for advancement. Give detailed resume 
of experience. Address Box 54-253 care Paper 


Trade Journal. 


CHEMIST CHEMICAL ENGINEER 


Opportunity available for Chemist or Chemical Engi- 
neer in an expanding pulp and paper mill located 
in the Middie Atlantic States. Age 25-35 years with 
several years experience in pulp and paper chemicals 
and fibers. Good salary with excellent opportunity 
for advancement. Send resume cf educational back- 
Ground and industrial experience, All replies con- 
fidential, Address Box 54-252 care Paper Trade 


8.17 


\ ANTED—Chemical Engineer r Cher 

25 to 35, pulp and paper mill in midwest 
All replies confic lenti al. Address Box 54-289 care 
Paper Trade Journal. IF 


AIR DRIER OPERATOR 
experience on Clark Aiken Air Drier 
men capable of taking full responsibility of 
hine and its operation need apply 
care Paper Trade Journa 


V MACHINE TENDER. 
need Pender for ¢ 


paper mill naking Tag 


capable of taking full « 
and its operation should a ) 
ire Paper Trade Journal. =-1 


\ ao D BEATER ENGINEER. Mi 
Mid st making grade rag content 
vacancy for ‘Beate r Engineer whe 
also a g od | lor An excellent opportur 
the capable ly in fir ts 


YONSULTING ENGINE ER. Mu ive st 
verting experier Address 


care Paper Trade J veal \-27 


FOR SALE 


CAMERON SLITTERS 
1—158'" Type 19, Mill Roll 40°" Rewind. 
2—82"' Type 10. 
1—82"" Type 10-A. 
1—72"' Type 10-11. Shear-cut. 
1—72"* Type 8-10. 
1—42"" Type 9-5. 
1—62"" Type 40-1- AF. 
1—42"' Type 10-30"' rewind. 
1—42"', 1—52"', and Type 10-5. 
1—52"" and 1—62"* Type 10-6. 
1—42"', 1—50"" & 60°" Type 6 
1—50°" Type 40-2M 
40-5D (Roll Doctor). 
OTHER SLITTERS 
1—132"' Appleton Double Drum Winder, 
rewind. 
1—84'" Waldron Double Drum Winder 
1—72"' Langston Type BA Shear-cut. 60°' Re- 
wind. 
1—40'' and 1—60"' Lanaston Type A Shear- 
cut and and 64°" Duplex 
1—56"' Chambon, Shear-cut. 
1—48"" inman Shear-cut, 48°" dia. Rewind. 
1—40"' Kidder Model SL Shear-cut. 
Meisel Shear-cut Series OP. 
1—30'' and 50°’ Model B Fales. 
POWER PAPER CUTTERS 
10—Sevbolds, 1—50"' Precision, 1—44'" Sey- 
bold 60, Auto Spacing and side tables, 
54"' ond 20th Century, and 64°" 
Daytons, 44°", 48°" and Hol- 


vokes. 
74 d 84°". 


PRINTING PRESSES 

1—40"" Koenig & Bauer 5-color Gravure Press. 

1—Two-color, 3°" wide Rotary X Tape Print- 
ina Press. 

1—42"' 4-color Kidder Aniliner. 3—Flexo and 
1—Roto Units. V-S. Drive. 

1—40"' Waldron Printer Coater 

2-color Champlain Type Roto- 
arovure. 

1—36"' 2-Color Manhasset. Roll to Roll with 
Slitting Attochment. 

1—30°" 4-color Densatone Flexooraphic. 

1—26"" 3-Color Windmoeller & Hoelscher 
Flexographic. Roll to Roll. 

1—24"" x 36'' Meisel 5-Color Adjustable 
Rotary Oi! Ink Press. 

1—18"" 3-Color Potdevin Flexo Graphic Tail 
Printer 

1—22"' 2 Color Potdevin Roll to Roll Flexo- 
araphic Press. 

2—24"" Aniline Presses (Stanley 
Mf 

oat MISCELLANEOUS MACHINES 

1—60'' and 1—120°" Asphalt Laminators 

Complete 


Hudson Sharp Roll 

B.F. Perkins Squeeze Roll Waxing 
Mactine. 

2—Die Presses, 234-46'" Sheridan 
Heavy Duty. 1—Seybold 38°" = 

7—Embossers, 1—32°', 3—60"", 1—72' and 
1—81"" 

Dietz Toilet Paper Converters. 

Convertina Machine Co.'s Web 
Combined Fold and Dispenser type 
Napkin Machine. 

1—Sinale Roll Paper Converting Machine 
Co.'s '« Fold Napkin Machine with 4 
Color Printina Attachment. 

2—Potdevin Cellophane Bag Machines. Mod- 
els 372 and 110. 

1—Potdevin Model 238 Garment Baa Machine 
with Color Tailprinter. 

3—Roto Cellophane Bag Machines. 

1—120'' and 140'' Hamblet Duplex Shveters 
with backstands and lavboys 

1—48'', and Hamblet Single Rotary 
Sheeters with Backstands and Layboys, 
1—30"' & 1—72"' plain Hamblet Sheeters. 

Beck Model CSH with automatic fay- 
ov. 

2—Schultz Automatic Rewinders. 1—18'' & 
1—24"' for Foil or Paver. 

Lake Erie rubber plate 
chine. 

1—36'' Hot Melt and Laminating 
Machine. 

2—Mode! 200 Nicaara Packagina Machines. 

PAPER AND PULP MILL MACHINERY 

1—12' dia. x 140°" face, high pressure type 
Yonkee Dryer. 

1—Noble Wood Pony Jordan. 

Bird Screen. 

3—Dietert Moisture Tellers. With 115 
A.C. Motors. 

1—66"' Beloit 10 Roll Calender Stack, Vick- 
ery Doctors. Sturtevant Blower System. 
50 HP Motor with Ajusto-Snede Drive. 

1—75'" Norwood 10 Roll Calender Stack. 
Vickery Doctors. Sturtevant Blower Sys- 
bar a 75 HP Motor with Ajusto Spede 

rive. 


GIBBS-BROWER CO., INC. 


Please address reply Room 902 
21 E. 40th Street, New York 16, N. Y. 
Telephone Murray Hill 5-7824 A-27 
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Paper Machines 
134" trim Black Clawson Machine, with 
dryers, four presses, three calenders, 
ree 
trim Beloit, two presses, smoothing 
press, dryers, calender winder. 
four cylinder with auxiliary equipment. 


trim Fourdrinier with auxiliary equip- 


ment. 
trim tissue and towel, enclosed drive, 
with auxiliary equipment. 


Beaters 
Dilts, bandless, cast iron tub. 
Dilts, bandless, cast iron tub, 
hollow midfeather. 


48" Jones, cast iron tub, s.s. bars 


Cutters (Sheet) 


Hamblet heavy duty with layboy 
and six roll backstand. 


duplex with layboy, 
overlapping device and nine roll back- 
stand. 


Dillon, duplex. 
Hamblet, duplex. 


Jordons 
Number Junior Emerson, anti friction. 
Number Junior Emerson, anti friction. 
Two No. Jones, new 1950 
Two Emerson Junior No. anti friction. 


For Sale 


Drives 
3—Moore White enclosed anti 
friction. 
Dryers 


174" 60" Moore White 
160" 48" Pusey Jones 
138" 48", Beloit 


48" 


Dryers (Yankee) 
ft. 75" Beloit 
ft. 120" Pusey Jones, new 1938 
ft. 100", new 1951 


Suction Press Rolls 
14-9/16 99" Sandusky 
104" Sandusky 
120" rubber covered Sandusky 
Sandusky 
190" Sandusky 


Slitters 
Cameron type 
Langston board slitter and winder 


Cameron type 
Cameron 
62" Langston type 
Langston type 
Langston type wind 42" roll 
72" Langston type wind roll 
82" Langston 
Cameron, type model 
Moore White four drum 
90" Bagley Sewell, drum 
Beloit, two drum 
Cameron number 
146" Langston type anti friction 
Cameron number 
Trimmers 
Smith Winchester 
Sheridan 
54" Seybold, 20th Century 
48" Seybold 
Filters 
2—6 Oliver, enclosed drive. 
Bay Saveall. 
Impco sludge filter. 


Calenders 
roll Beloit 
roll 
roll 
62" roll 
roll 


FRANK DAVIS COMPANY 


175 Richdale Avenue 


Cambridge, Massachusetts 


YANKEE DRYERS 


2—Beloit diameter face. Good 
condition. 


REEL, SLITTER, REWINDER 

unit from same paper ma- 
chine. Beloit 130" reel, Sandy Hill anti- 
friction drum rewinder with late type 


Be'oit driven slitters, wide. 


SUCTION ROLLS 


suction couch roll, diam. 
156" drill face, anti-friction bearings, 


cantilever type. 


suction press, 18" diameter 


x 124 drill face. 
suction couch dia. 
drill face. 


BOARD FORMING WET MACHINES 


5—Noble and Wood wet machines used 
for making automobile panel one 


For Sale 


largest automobile manufacturers. 60" 
machines with motor-pump units, PIV 
drives and motors, also 100 ton Hy- 
draulic presses. 


REFINERS 
refiner, with anti-friction 
bearings, coupling. 
refiner, thrust anti-friction 
bearing. 
double refiner, anti- 


friction bearings. 


BIRD DIRTECS 


22—Battery primary bronze dirtecs 
secondary units, with all 
pipe, header 


main 


discharge 
and steel work. 

CUTTERS 

duplex cutter. 


valves, 


single rotary knife cutter, 


with roll back-stand. 
rotary knife cutter, 
74" with layboy. 

single knife rotary 
with back-stand and layboy. 
and White single knife cutter, 

109". 
dup'ex cutter, one knife assembly 


cutter, 


removed, 


GUILLOTINE TRIMMERS 

model Precision trimmer, 
with power back gauge and air- 
float system for easy paper handling. 

20th Century trimmer, 
with power back gauge. 


BELOIT DRUM REEL 


bearings. 


PAPER MILL STORES 


Box 
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Lockport, New Yor 
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ROSS PAPER MACHINERY COMPANY 


265 PASSAIC STREET NEWARK NEW JERSEY 


CABLE ADDRESS 
JACKROSS 


WITH CONFIDENCE 


USED PAPER MAKING CONVERTING MACHINERY 


SINCE 1919 
Humboldt 2-2177 


IMMEDIATE DELIVERY FROM LARGEST INVENTORY PAPER MACHINERY 


AGITATOR DRIVES 


2—Cleveland enclosed 3 H.P.—ratio 24 to 1. 
1—Foote Bros.—enclosed 15 h.p.—ratio 33 to 1. 
1—72” Agitator with 3 blades and Falk reducer. 

56 RPM & 10 HP motor & controls 
BACKSTANDS 


Hamblet Backstands for any number of rolls 
Single or double deck 


BALERS 


1—Economy Baler 60 x 32 x 84 with 5 h.p 
motor 


BEATERS 


1—Dilts high speed iron tub. Roll 62” dia. x 54” 
face with 75 HP motor & controls. 

1—Downingtown 2,000 lb. iron tub. Roll 66” 
dia. 60” face bandless type 

1—Dilts high speed iron tub. Roll 56” dia. x 
48” face, with 75 h.p. motor and controls 


CALENDER ROLLS 
46 Chilled Iron Rolls—Assorted sizes 


CALENDER STACKS 


1—Black Clawson 90” 7 roll with 3 spare rolls. 

1—Farrel Birmingham 96” 10 roll with water 
cooled bearings, doctors & drive. 

1—Pusey & Jones 88”—7 roll. Rytex bearings. 

1—Black Clawson 84”—S5 roll. Bronze bearings. 

1—Black Clawson 82” 3 roll with doctors. 

1—Black Clawson 82” 5 roll with doctors. 


CORE MACHINERY 


1—Knowlton +4 spiral tube winder. 
1—Knowlton #5 multiple independent cutoff. 


CYLINDER MOLDS 


1—102” x 36” dia., with 18” dia. rubber 
couches. 
1—76”" face x 48” diameter 


ORIVES 


3—Reeves #2F, #3 and #6. 
8—Enclosed drives—various sizes 


ORYERS 


8—42” face x 36” dia.—frames, gears & bear- 
ings. 

17—46” face x 48” dia.—gears, bearings and 
steam joints. 

60—74” face x 36” dia.—gears and bearings. 

8—84”" face x 36” dia.—frames, gears, etc. 

1—86” face x 36” dia.—frames, gears and 
bearings. 

3—88”" face x 36” dia.—frames, gears, bear- 
ings and felt rolls. 

2—88” face x 48” dia. frames, gears, bearings 
and felt rolls 

1—89” face x 36” dia. Creping Dryer. 

50—100” face x 48” dia.—with gears 2 deck 
frames, bearings and ¢*eam joints. 

1—102” face x 48” diamecer. 

1—103” face x 48” diameter 

1—104” face x 36” diameter 

1—110” face x 42” diameter with bearings. 

1—116” face x 24” diameter lead dryer. 

1—116” face x 36” dia.—gears and bearings. 

1—116” face x 48” diameter 

1—124” face x 48” diameter 

1—126” face x 48” diameter. 

13—127”" face x 42” diameter 

1—130” face x 48” diameter. 

2—160” face x 36” diameter 


ELECTRIC PAPER MACHINE DRIVE 


1—Westinghouse MG set, 150 HP, DC motor 
generator with 225 HP synchronous motor 
driving a 150 HP, DC totally enclosed ball 
bearing motor with MG exciter set and 
complete control panel. 


FLAT SCREENS 


3—8 plate Sandy Hill shoe with scrapers. 
1—Bagley & Sewall 8 plate with scrapers 


1—Dilts 6 ft. iron tub, with 40 h.p. motor 
and controls 


ALWAYS BUYING 


AUGUST 27, 1954 


JORDANS 

1—2#2 Miami anti-friction bearings and 150 
HP synchronous motor with control 

1—26 Miami, for motor drive. 

2—E. D. Jones pony Jordans 3/16” stainless 
steel fillings 

1—Smith & Winchester standard with granite 
filling. 

2—2#1 Miami 100 HP motor & controls 

1—E. D. Jones +1 high speed Jordan with 75 
h.p. motor, %” stainless steel filling 

1—Emerson +2, with 75 h.p. motor and con- 
trols. 

KAMYR WET END 

1—Kamyr wet continuous feltless end cylinder 
59” diameter x 80” face, steel vat, rubber 
couches, spare rolls and spare parts. 

KNIFE GRINDERS 


1—130” Hanchett belt driven complete with 
coolant pump, and 2 spare wheels. 

1—100” Hanchette knife grinder with motor. 

1—Koegel slitter knife grinder. 

MOTORS 


12—125 H.P. Westinghouse synchronous en- 
closed. Brand new. 440 volt, 720 rpm 
forced air ventilation. 


PARRY LINER 

2—Parry 52” Liner complete with motor. 
PRESS SECTION 

3—Complete sections. Rolls 102” face. 
PULP EQUIPMENT 


1—APMEW ball bearing pulp screen. 
1—Tyler chip screen #600, single deck. 


PUMPS 
44—Centrifugal Pumps open & closed impellers. 
REELS 


1—Pusey & Jones 162” drum reel 
1—Downingtown 104” 2 bowl reel. 
1—Downingtown 84”—2 bowl. 


REFINERS 


1—#1 Claflin with 100 HP motor & controls. 
1—24” Weiner Refiner—ball bearing. 


ROLL GRINDER 


1—Lobdell 18 ft. roll grinder handles 26” maxi- 
mum diameter roll. 

1—Farrel 24” x 161” motor driven roll grinder 
with crowning device. 


ROLLS—PRESS, COUCH, etc. 

32—Fress rolls, brass and rubber covered. 
14—Couch rolls, brass and rubber covered. 
250—Brass and steel carrying rolls. 
ROTARY SCREENS 


Bird-Copper vat. 

1—232A Bird with copper vat 
2—+1A Bird rotary with copper vats. 
SAVEALLS 


1—Bird #5 with enclosed drive and 3 H.P. 
motor. 

2—Bird 6A complete including motors anti- 
friction bearings throughout 

1—Shartle, cylinder 48” dia. x 84” face with 
5 HP motor & enclosed drive 

SHEETERS 


1—Cameron 124” quick change double slitter 
assembly for board sheeters. Complete with 
16 pneumatic slitters. 

1—Hamblet 100” single knife with 3 slitters 

1—Moore & White simplex 114” sheeter with 
Maxson Layboy, overlapping delivery, 8 
roll backstand motor and starter 

1—68” Clark single knife with Layboy, 12 roll 
backstand and motor. 

1—Hamblet 92” duplex with Erie Layboy 
roll backstand and motor. 

1—Hamblet 85” single knife with 12 roll back- 
stand and motor. 


SLICE 


1—Beloit 132” Adjustable slice complete in- 
cluding stands. Slice is of all bronze con- 
struction. Operated 1,000 ft. per minute. 


SLITTERS AND WINDERS 


1—158” Cameron Model 18—ball bearing 
equipt. throughout. 2500 f.t.m. 50” rewind. 

1—Johnstone 122” anti-friction bearing equip- 
ped. 50” rewind. 2500 f.t.m. Used 4 years. 

2—Langston 112” anti-friction bearings, com- 
plete with 20 HP motor and controls. 52” 
rewind. 1250 ft. per minute 

1—62” Cameron—Type 6. Fully rebuilt 

1—Langston 40” shear cut with 3 HP motor & 
controls. 

1—Waldron 84” sheer cut 50” rewind 

1—Cameron 82” Model 10-5. 30° rewind 
Equipped with shear cut slitters. 

STEAM TURBINE 


1—Terry Steam Turbine 125 HP-160 HP, 50> 
back pressure. New 1948. 

1—Moore 90 h.p., 40 Ib. back pressure 

STOCK PUMPS 

1—Shartle 10 x 20 single plunger pump 

1—Moore & White 10 x 16 Triplex. 

1—Beloit 8 x 10 Triplex. 

4—Beloit open impeller pumps 5,000 G.P.M 
at 35 ft. head. Anti-friction bearings 

1—Downingtown 8 x 18 triplex, with enclosed 
drives and motor. 

2—Moore & White 10 x 12 Triplex, direct 
connected to 7% h.p. enclosed motors 

1—Shartle Miami White Water Centrifugal! 
300 g.p.m. at 42’ head. Direct connected to 
10 h.p. motor with controls. 


STOCK REGULATOR 
1—De Zurik stocw regulator. 
SUCTION COUCH ROLLS 


1—Sandusky 30” dia. x 210” drilled face, roller 
bearing equipped. Complete with new 
pinion gear. 

1—Sandusky suction couch 25” diameter x 
122” drilled face. 

1—Sandusky suction couch 18” diameter x 122” 
drilled face. 

SUCTION FELT ROLL 


1—New Downingtown 186” drilled face x 16” 
diameter with anti-friction bearings and 
stands 


THICKENERS 


1—Impco 5 ft. diameter vacuum thickener, 80” 
face with steel vat, spare couches. Used 
3 years. 

1—Hewitt 42” diameter x 88” face cylinder, 
16” diameter rubber couch, all anti-friction 
bearings, steel Vat. 2 years old. 

TOILET TISSUE PERFORATOR 


1—Paper Converting Co.—Model 131—81” 
Automatic Perforator, Slitter & Winder— 
with two motors. Ball Bearing. 

4—Dietz 81” with motors. 


TRIMMERS POWER BACK GAUGES 


1—Seybold 12 ZG. 
1—Seybold 74’°—Model 8ZG with motor 
1—Seybold 64”—Dayton with motor. 
1—Seybold 64” 20th Century. 
1—Seybold 64” Model 10 Z, with motor 
1—Seybold 48” Dayton. 

1—Seybold 38” Model 3 YE. 


VACUUM PUMPS 


1—Connersville 2.1 cu. ft. per rev. With base 

2—Connersville 1.65 cu. ft. per rev. With base 

1—Connersville .75 cu. ft. per rev. With base. 

1—Connersville Type RSB. With base. 

2—Nash L-3, with totally enclosed 5 HP 
motor. 

1—Nash #2 Hytor, with totally enclosed 
HP motor. 

3—Nash H-4. 

1—-Nash H-8. 


VOITH INLETS 


2—Valley Iron Voith Inlets, adjustable 83” tc 
86”—Brass lip, stainless steel apron 


VORTRAPS 
1—11',” Stainless Steel with valves 
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SITUATIONS WANTED 


SUPERINTENDENT 


Twenty-six years of practical experience manufactur- 
ing high grade folding boxboard, frozen food cartons, 
other sanitary food packages on six, seven, eight 
cylinders from sulphite, sulphate, groundwood, oid 
paper stock Agoressive, capable man Excellent 
references Address Box 54-274 care The Paper 
Trade Journal 
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FOR SALE 


FOR SALE 


Hamblet Sheeter with Layboy 
and Backstand 

Hamblet Sheeter 

104” Findley Sheeter 


Pope Horizontal Reel, 
ameter bowl 


28” Hobbs Slitter 
Kidder Slitter 
34” Power Cutter. 


THOMAS HALL CO. 
Stamford, Conn. 


ELOIT YANKEE DRIER FOR SALE. In 

first class condit Diameter 120 inches, 

face width 132”. Ground and ready to use. 

Address Box 54-194 care Paper Trade Journal. 

A-27 


LPM 
APPRAISALS 
STEAM POWER PLANTS 


LL 
WATER PLANS 


FOR SALE 


Invite 
SPECIALTY COATING JOBS 
for the trade 
SOLVENT EMULSION TYPE 
COATINGS—CLEAR PIGMENTED 


Roll widths 60" 
Plant located Chicago. 


PAPER CONVERTING FINISHING CO. 


118 Ada St., Chicago Ill. 
TF 


ee COATING MACHINERY MANU- 
FACTURERS — Waxing, Oiling. Carbou 
Laboratory Coating and Treating and Flat Ream 
Measuring and Converting Machines. New Im 
provement. THE MAYER MACHINE COM 
INC., 1313 Buffalo Road, Rochester 


IMMEDIATE DELIVERY 


84" Standard Tissue Unwinder. 
Complete. Used two hours. 
{ 


ROSS PAPER MACHINERY CO. 
265 Passaic Street, Newark 
Tel. HUmboldt 2-2177 A-27 


IMMEDIATE DELIVERY 


Complete Toilet Tissue manufacturing and 
converting machinery from plant pro- 
ducing tons per day. 
ROSS PAPER MACHINERY CO. 
265 Passaic Street, Newark 
Tel. HUmboldt 2-2177 A-27 


WANTED 


Used 9-Roll 
Supercalender Roll Face Anti- 
Friction Pressure Kegulation 
Preferred. Quote price and give complete 


WANTED Lote Model, 


information. Address Box 54-285 care 
Paper Trade Journal. 
TF 
PRIGHT REEL WANTED. /hire« 
type preferred must be in good repair and 
lude drive with or without motor. Reply 
detail to 4-301 care Paper Trace 
nal s-1 


WANTED 


Reverse roll coater inches with 
without dryer. Address box 54-303 care 
Paper Trade Journal. 


BUY 
U.S. 
DEFENSE 
BONDS 


GOVERNMENT BIDS 


KR FURNISHIN 


PAPER FOR THE U.S. GOVERNMENT 
PRINTING OFFICE 


SEALED PROPOSALS will be receiv 
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) t d 
{ pown ler’s ird 
est cover 1 
Ry direction of the Toint Committee on Print 
RAYMOND BLATTENBERGER 
Wasuinaton, D. ¢ 


BUSINESS SERVICE 


WASTE PAPER PROBLEMS 


Heavily experienced, practical, well-recommended 
chemical engineer with substantial accomplishments, 
offers consulting service in procurement, utilization 
and conversion of all grades of waste paper. Deink- 
ing. bleaching, costs, plant surveys, reports and 
studies, Martin M. Scher 2 Peter Cooper Road New 
York 10 N. Y. 

0-1 


SALES REPRESENTATION 


Reputable line of machinery, equipment, or 


supplies wanted by established Sales Engi 
neering organization, selling to Paper Mills 
in Southeast and Southwest. Five active 


men of experience and paper will ‘“‘know 
how” in organization. Additional intorma- 
tion upon request. 

Address Box 54-302 care Paper Trade Jour- 


nal 
A.2?7 


care 
4a 
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WHERE BUY 


Products listed this section are those 
submitted our advertisers. 


ABRASIVES 


Norton 
Simonds Abrasive Ce. 


ABSORPTION SYSTEMS 
Kalamazoo Sheet Metal Mfg. Co. 


ADHESIVES 
American Cyanamid Company, 
& Resins Division 
Borden Company 
Diamond Alkali 
The Dow Chemical Co. 
E. I. du Pom de Nemours & 


Co., Ine. 
B. F. Goodrich Co. 
The Goodyear Tire & Rubber 
Company 
Monsanto Chemical Co. 
National Starch Products, Inc. 
Nopco Chemica! Co. 
Pennsylvania Ind. Chem. Co. 
Rohm & Haas Company 


ADJUSTABLE SHAKE 
Beloit Iron Works 
Clawson Company 
Downingtown Mfg. Co. 
Manchester Machine Co. 
Sandy Hill Iron & Brass Works 


ADJUSTABLE SPEED DRIVE 


Allis Chalmers Mfg. Co. 
Reliance Elec. & Engrg. Co. 


AGITATORS 
Apmew, Inc. 
Appleton Machine Co. 
Dilts Machine Works, Inc. 
Mfg. Co. 
E. Jones & Sons Co. 
Co. 
Murray Mfg. 
Co. 
The Sandy Hill Iron 
Works 
Shartle Brothers Machine Co. 
Valley Iren Works Co. 


ANTHRAFILT 


Aathracite Equipt. Corp. 
Palmer Filter Equipt. Co. 


ANTIFOAM 
American Cyanamid Company, 
Industrial Chemicals Division 
Arnold, Hoffman & Co., Inc. 
Hercules Powder Co., Ine. 
National Aluminate Corp. 
Nopeo Chemical Co. 


APRON CLOTH 
Williams-Gray Co. 


ARBORS. CORE 
Bird Machine Company 


BAG MACHINES 
Dilts Machine Works 
Hudson Sharp Machine Co. 
Potdevin Machine Co. 
Weber Co., Inc 


BALL MILLS 
Allis Chalmers Mfg. Co. 
F. L. Smidth & Ce. 


BARK BURNER 
Nichols Engrg. & Research Corp. 


BARKERS AND CHIPPERS 


Allis Chalmers Mfg. Co. 

Appleton Machine Co. 

Carthage Machine Co. 

D. J. Murray Mfg. Co. 

Newport News Shipbldg. & 
Dry Dock Co. 

Hill Iron Brass Works 

Valley Iron Works Co. 


BARS 
ohn W. Bolton & Sons, Inc. 
ilts Machine Works 
LOSS lwest 


AUGUST 27, 1954 


The Moore White Co. 
Shartle Brothers Machine Co. 
Valley Irom Works Co. 


BASIC WEIGHT SCALES 
Testing Machines, Inc. 


BEARINGS 
The Bagley & Sewall Company 
Beloit Iron Works 
Black Clawsen 
Dodge Mig. Comp. 
Downingtown Mig. 
B. F. Goodrich Co. 
E. D. Jones & Sone Co. 
Link Belt Co. 
Magnus Metal 
The Sandy Hill Iron & Bras: 


Works 
Shartle Brothers Machine Co 
Timken Roller Bearing Co. 
The Torrington Co. 
Valley Irom Works Co. 
Westinghouse Electric Corp. 


BEATERS AND JORDANS 


Apmew, Inc. 
The Appleton Machine Co. 
Black Clawson Company 
Dilts Machine Works 
Downingtown Mig. Co. 
Hermann Mfg. Co. 
Tones Sons Co. 
Ross-Midwest Fulton Corp. 
Morden Machines Co. 
Ronningen-Petter Co. 

. J. Ross Company 

Paper Machy. Co. 
Sandy Hill Iron & Brass Work: 
Shartle Brothers Machine Co 
Smith & Winchester Mfg. Co 
Valley Iron Works Co. 


BEATER 


John W. Bolton & Sons, Inc 
Ronningen-Petter Co. 


BED PLATES 

Bahr Brothers Mfg. Co. 

Bolton Sons, Inc. 
ilts Machine Works, Inc. 

Downingtown Mfg. Co. 

Farrel-Birmingham Co., Inc. 

E. D. Jones & Sons Co. 

C 


Ross-Midw: Fulton Corp 
Ronningen- P Co. 
Shartle Brothers Machine Co 
Valley Irom Works Co 


Goedrich, B. F., 
The Goodyear & Rubber 
Company 
Link Belt Co. 
Rubber Co. 


BLEACHING AGENTS 


Antara Chemicals Division, 
General Dyestuffs Corp. 

Buffalo Electro-Chemical Co. 

Columbia-Southern Chem. Corp 
Sub. of Pittsburgh Plate Glae 


Co. 

Co., Ine. 

Rohm & Haas Company 


BLEACHING APPARATUS 


Co. 

=. D. Jones & Sons Co. 

Perkins & Sons, Inc., B F 

The Sandy Hill Irom & Bras: 
Works 

Shartle Brothers Machine Co 


BLOW PIPES PITS 


Carthage Machine Co. 
Murray Mfg. Co., D. J. 
Walworth Company 


BLOWERS 
Allis Chalmers Mfg. Co. 
Buffalo Pumps, Inc 
Read Standard Corp. 
Roots-Connersville 


Should you invest $1,250 
save $25,000 year? 


Without obligation, consult Mount 
Hope Cost Find 
out how Mount Hope con- 


verts profits” earnings. 


proving and cents that our 


System cuts costs. 


4 cust et reports 
\, In ou typical 
; é 


installation, Mount 
ent 


> $25.0060 vear 


From your wet felt 

waste. improve quality 


tion rate. 


FIFTH STREET, TAUNTON, MASS. 
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BOARD MACHINES 


Beloit Iron Works 
Black Clawson Company 
Down: ngtown Mfg. Co 
Ron ningen ‘Petter Cc 
Sandy Hill Iron Brass Works 


BOILERS 
Babcock & Wilcox Co 
James Leffel Co 


BOXBOARD SCALES 


Testing Machines, Inc 


BRAKES 
Horton Mfg. Co, Inc 


BRUSH ROLLS 


M. W. Jenkins Sons, Inc 
Gus Reidel Son 


BRUSHES 
M. W. Jenkins Sons, Inc. 
Gus Reidel & Son 
Smith & Winchester Mfg. Co 


SURSTING TESTERS 
Cady & Co., E. J 
B. F. Perkins & Son Inc. 
Testing Machines, Inc. 


CALENDERS 
The Bagley & Sewall Company 
Beloit Iron Works 
Black Clawson Company 
Downingtown Mfg. Co. 
Farrel-Birmingham Co., Inc 
Lobdell United Co 
Perkins & Sons, Inc., B. F. 
i J. Ross Company 
oss Paper Machy. Co. 
The Sandy Hill "hen & Brass 
Works 
Shartle Brothers Machine Co. 
Smith & Winchester Mfg. Co. 
Valley Iron Works Co. 


CARRIER ROPE 


Williams-Gray Co 


CASEIN 
Borden Company 
CASTINGS 


Aluminum Co. of America 
Appleton Machine Co. 


ENGLISH 


UNIFORM 


SUPERIOR 


English China Clays Sales Corporation 


The Bagley & Sewall Company 

Black Clawson Company 

Babcock & Wilcox Co. 

Carthage Machine Co. 

Dilts Machine Works 

Downingtown Mfg. Co. 

Farrel-Birmingham Co. 

Hamblet Machine Co. 

Lobdell United Co. 

Magnus Metal Corp. 

The Sandy Hill Iron & Brass 
Works 

Shartle Brothers Machine Co. 

Smith & Winchester Mfg. Co. 

Valley Iron Works Co. 

Walworth Company 


CENTRIFUGAL MACHINERY 
Bird Machine Co. 
Nichols Research Corp. 
Ross, J. ngrg. Co. 
Shartle Brothers Machine Co. 


CENTRIFUGES 
W 


ims Apparatus Cc 


CHAINS 


Mfg. Co. 
-ink Belt Co, 


CHEMICAL COTTON PULP 
Hercules Powder Co. 


CHEMICAL SPRAYS 
Vapo Systems Co. 


CHEMICALS 


American Cyanamid Co., Indus- 
trial Chem. Div. 

Antara Chemicals Division, Gen- 
eral Dyestuff Cor 

Arnold, Hoffman & Co., Inc. 

Calgon, Inc. 

Columbia-Southern Chem. Corp., 
Sub. of Pittsburgh Plate Glass 


Co. 
Diamond Alkali Co. 
Dow Chemical Company 


Geigy Co., In 

Goodrich Chemical Co. 
Gottesman & Co. 

Hercules Powder Co. 
Heyden Chemical Corp. 
Hooker Electrochemical Co. 
Koppers Company, Inc, 
Monsanto Chemical Cotapany 


RAG CUTTERS 


FOR ROOFING AND FINE WRITING PAPER MILLS 
Capacities 
from one five tons hour 


551 Fifth Avenue, New York City 


National Aluminate Corp. 

Naugatuck Chemical Division of 
U. S. Rubber Co. 

Nopco Chemical Co. 

— ania Indust. Chem. 


Haas Company 
Wyandotte Chemicals Corp., 
Michigan Alkali Div. 


CHESTS 
The Bagley Sewall Company 
Downingtown Mfg. Co. 
E. D. Jones & Sons Co. 
Ross-Midwest Fulton Corp 
Shartle Bros. Mch. Co. 


CLARIFIERS 
Graver Tank & Mfg. Co. 


CLAYS 
United Clay Mines 


CLEANING MATERIALS 


American Cyanamid Company, 
Industrial Chemicals Division 

Antara Chemicals Division, Gen- 
eral Dyestuffs Corp. 

Arnold, Hoffman & Co., Inc. 

Columbia-Southern Chem. Corp., 
_ of Pittsburgh Plate Glass 


Diamond Alkali Co. 
The Dow Chemical Company 
Co., Inc. 
Monsanto Chemical Company 
Nopco Chemical Co. 
Wyandotte Chemicals Corp., 
J. B. Ford Division 


CLUTCHES 


Machine Co. 

e Bagley & Sewall Compan» 

Beloit Iron Works 

Black Clawson Company 

Dodge Mfg. Corp. 

Downingtown Mtg. Co. 

Farrel-Birmingham Co. 

Horton Mfg. Co., Inc. 

Hudson-Sharp Mch. Co. 

Murray Mfg. Co. 

The Sandy Hill Iron & Brass 
Works 

Shartle Bros. Mch. Co. * 


COARSE SCREENS 
Bird Machine Company 


RESTIGOUCHE COMPANY, Ltd. 


Canada 


DEPENDABLE 


COATING BRIGHTENING 
AGENTS 


Burgess Pigment Co. 


COATING MACHINERY 


Dilts Machine Works 

Frank W. Egan & Co 

Gibbs-Brower Company, 

Hudson Sharp Machine Co. 

The Mayer Machine Co., Ine 

Potdevin Machine Co. 

The Sandy Hill Iron & Brass 
Works 

Shartle Brothers Machine Co. 

Waldron Corporation, John 

Weber, Herman G., & Co., Inc. 


COATING MATERIALS 


American Cyanamid (Company, 
Industrial Chemicals Division 

Burgess Pigment Co. 

The Dow Chemical Co. 

E. I. du Pont de Nemours & Co., 


Inc. 

The Goodyear Tire & Rubber 
Company 

Hercules Powder Co. 

. M. Huber Corp. 

Coppers Company, Inc. 

Monsanto Chemical Company 

Naugatuck Chemical Division of 
U. S. Rubber Co. 

Nopco Co. 

Thiele Kaolin Co. 

Wyandotte Chemicals Corp., 
Michigan Alkali Div. 


COATINGS, CORROSION PROOF 


Insul-Mastic Corp. of Ameriea 


COATING ROLLS 


Stone, Thos. & Geo. M., Inc. 


COMPRESSORS 


Allis Chalmers Mfg. Co 

Nash Engineering Co. 

Read Standard Cor 
Roots-Connersville Biower Corp. 


CONDENSATE FILTERS 


Hungerford Terry, Inc. 


CONDENSATION CONTROL 


Insu, Mastic Corp. of America 


for the manufacture 
cellophane, rayon 
and paper products 


BLEACHED SULPHITE PULP 
Bridge Street, Riegelsville, New Jersey 
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Ross 
\ estu 


CONDITIONERS 
Vapo Systems 


CYLINDER MOULDS 


CONDUITS 
CONSULTING Weaving WEST VIRGINIA 
Ebasco Services DAMPENERS 
Frank W. nw Perkins & Son, Inc.. B. I 
Ferguson, Company Valley Works 


PULP and PAPER COMPANY 


DECKLE WEBBING 
DIGESTER Williams-Gray LITHOGRAPH LABEL OFFSET MUSIC WRITING 
EGGSHELL INDEX BRISTOL CUP AND CONTAINER 
Black Clawson Company reules Powder ENVELOPE MIMEOGRAPH FILE FOLDER COATED 
ughton & Co 
CONTROLS ENGLISH FINISH POSTCARD MACHINE COATED 
Dilts KRAFT LINER BOARD SEMI-CHEMICAL CORRUGATING BOARD 
Contre The Sandy Hill 
Shartle Brothers Machine Cc Shartle Brothers Machine ¢ 
DEINKING CHEMICALS MILLS 
udson Shuary lachine Co emica 
Paper Converting Machine Co 
Paper WEST PULP and PAPER 
DENSOMETERS 
230 Park Avenue, New York 17, 


East Wacker Drive, Chicago Market St., San Francisco Calif. 


Ehaseo Services 


DETERGENTS 


Ross Engineeri: Corp.. Lo American Cyanamid Company. 
Shartle Brothers Machine Co Industrial Chemicals Divisior 
Antara Chemicals Division, 
CORES General Dyestutts Corp. > SPEED- up 
Siisman: Pacer Co Arnold, Hoffman & Co., In 
Mead Board Sales Calgon, 
( Diamond Alkali Co Costs 
Monsanto Chemical Company 
CORROSION RESISTANT Chemical 
COATINGS Rohm & Haas Company 
Wyandotte Chemicals Corp., 


COTTON LINTER 
Hercules er Co... Tm 
Railway Mfg. ¢ 


DEWAXING CHEMICALS 


American Cyanamid Company, 


Industrial Chemicals s10 
Antara Chemicals Div 
COUCH ROLLS Dyestuffs 
te] it Ir n Works Arnold, Hoffman & Co., Ine 
Black mpan Nopeo Chemical 


DIGESTER CIRCULATII'G SYSTEMS 
ara: Sandy Hill Tron & trass Work 


DIGESTERS 


Tho ws ing ¢ Bauer Bros. Co 
hie x S i Compat pat 


(sraver 


CRANES 
Wi tor No 


CURL TESTERS vane icals 
Testing M Michigan Alkali Div 


The Bagley & S Compat The Bag & Sewall Company 
Beloit Iron Wor Bird Machine Company APPLES 
Black law n fe Black lawsor ompany 
Downingtown Co obdell United Ce 
ny, It Cor) R The OWEN BUCKET Company 


New York, Philadelphia, Chicago, Berkelay, Calif. Fort Lauderdale, Florida 
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Koss Paper Machinery ( 
rs Mig. The S Hill Iron & Brass 
st | ton Cory Works 
Link Belt 
\ 
Vv 
j 


DOCTOR BLADES 
The Bagley & Sewal] Company 
Bird Machine Company 
Black Clawson Company 
Jenn W. Bolton & Sons, Inc. 
Ledding Eagincering Corp. 
The Sandy Hill Iron . Brass 


Works 
Shartle Brothers Machine Co. 
Simonds Saw & Steel Co. 


Westinghouse Electric Corp. 


DOCTOR OSCILLATORS 
Ronningen- Petter 


The Bagley & Sewall Company 
Relat lron Works 
Black Clawson Company 
Downingtown Mfg. Co. 
Gibee- Brower Company, Inc. 
Lukenweld 
Mahon, C., Co. 
Murray Mfg. Co, D. J. 
Ross Com y 
Red-Ray Mfg. Inc. 
Ross Paper Machy. Co. 
The Sandy Hill Iron & Brass 
Works 
Shartle Brothers Machine Co. 
Valley Iron Works Co. 


ORIERS—LABORATORY 
Testing Machines, Inc. 


OR: LLED SUCTION COUCH ROLLS 
Downingtown Mfg. Co. 
Manchester Machine Co. 

Machinery 


ORILLED SUCTION DRUM ROLLS 
Downingtown Mfg. Co. 
Manc hester Co. 


ORIVES 
Chalmers Mfg. Co. 

Appl eton Machine Co. 

Th. Bagley & Sewall Company 
Belat Iron Works 
Bird Machine Co. 
Black Clawson Company 
Dodge Mfg. Corp. 
Downingtown Mfg. Co. 
Farrel-Birmingham Ce. 
Horton Mfg. Co. 

jeffrey Mfg. Co 
General Electric Company 
Gibbs Brower Company, Inc. 
Link Bek Co 
Manchester Machine Co 
Murray, D. J., Mfg. Ce. 
Pusey & Jones Corp. 

J. Ress Company 

Ross Paper Machy. Co. 

Tee Sandy Hill Iron & Brass 

Works 
Shartle Brothers Machine Co. 
Valley Iron Works Co. 


DRUM WINDERS 
Rlack Clawson Company 
Downingtown Mfg. Co. 
Manchester Ce 
Paper nery Ce 


ROLL PYROMETER 
Midwest Fulton Corp 
Machines, Inc. 


OUSTERS 
Maehine Co. 
Frank W. Egan & Co. 
M. W. Jenkins Sons, Inc. 
<. D. Jones & Son Co. 
J. Murray Mis. Ce. 
Waldron, John, Corp. 


VUSTING BRUSHES 
M. W. Jenkins Sons, Isc. 


OYESTUFFS 
Ciba Company 
E. I. du Pont de Nemours & 


Geigy Co., The 
General Dyestuff Corp. 


ELECTRIC HYDROMETER 
Testing Machines, Inc. 


ELECTRICAL PRECIPITATORS 


Research Corporation 


EMBOSSING MACHINES 
Dilts Machine Works 
Egan, Frank W.. & Co. 
Hudson Sharp Machine Co 
Paper Converting Machine Co. 
Potdevin Machine 
John Waldron Corp. 


EMBOSSING ROLLS 

The Appleton Machine Co. 
Gibbs-Brower Company, Inc. 
Holyoke Machine Co. 

Hudson Sharp Machine Co. 
BR. F. Perkins & Son. Inc. 
Stone, Thos. & Geo. M., Inc. 
John Waldron Corp 


EMPLOYMENT SERVICE 
Bixby, R. W., Inc. 
Raymond, Chas. Service, Ine. 


EMULSIFIERS 
Astara Chemicals Division, 
General Dyestuff Corp. 
Arnold. Hoffman & Co., Inc. 
Nopco Chemical Co. 
Rohm & Haas Company 
Wyandotte Chemicals Corp. 


ENZYMES 
Rohm & Haas Company 
Vanderbilt Co., 


EVAPORATORS 
Murray, D. J., Mfg. Co. 
Swenson Co., Div. of 
Whiting C 
Westinghouse ectric Corp. 


EXPANDERS 
Mount Hope Machinery Ce. 


. C. Mahon Co. 
Petter Co. 


FANS 
Buffalo Pumps, Inc. 
General Electric Co. 

B. F. Perkins & Son, Inc. 
Roots-Connersville Div. 
Ross Engineering Co., J. O. 
Westinghouse Electric Corp. 


FEEDERS 
jeffrey Mfg. Ce. . 
Merrick Scale Mfg. Co. 


FELTS 
Albany Felt Co. 
Appleton Woolen Mills 
Asten-Hill 
Draper Bros. Corp. 
Knox Woolen Company 
Lockport Felt Co. 
Benninghofen 
Waterbury Felt Ce. 
Williams-Gray Co. 


FELT CLEANERS 
Antara Chemicals Division, 
General Dyestuff Corp. 
Calgon, Inc. 
Nopco Chemical Co. 


FELT CONDITIONERS 
Bird Machine Co. 
Downingtown Mfg. Co. 
Mount Hope Madkioary Ce 
The Sandy Hill Iron & Barse 
Works 


FELT EXPANDERS 
Mount Hope Machinery Co. 


FELT GUIDES 
Beloit Iron Works 
Black Clawson 
Downingtown 
Frank W. Egan 
Gilbert & Nash Co. 
Mount Hope Machinery Co. 
The Sandy Hill Iron & Brass 

Works 

Shartle Brothers Machine Co. 
Waldron Corp., John 


FELT PRESERVERS 
Mount Hope Machinery Co 


FELT SHOWERS 
Ronningen-Petter Co. 


FIBRE BOARD MACHINES 
Black Clawson Company 
Sandy Hill Iron & Brass Works 


FIBRE GLASS 
Pittsburgh Plate Glass Co. 


FILLERS 
American Cyanmamid Company, 
Industrial Chemicals Division 
1. M. Huber Corp. 
Thiele Kaolin Co. 
Vanderbilt Co., R. T. 
Wyandotte Chemicals Corp., 
Michigan Alkali Div. 


Babr Bros. Mfg. Co. 
John W. Bolton & Sons, Inc. 
Ronningen-Petter Co. 
Shartle Brothers Machine Co. 


FILTER MEDIA 
Hungerford & Terry, Inc. 
Palmer Filter Equipt. Co. 


FILTERS 
Bird Machine Company 
Holyoke Machine Co. 
Hungerford & Terry, Inc. 
Johnson Corp. 
Ronningen-Petter Co. 
O. Ross Engrg. Corp 
The Sandy Hill Iron % Brass 
Works 
Shartle Brothers Machine Ce 
Walworth Company 
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FILTERS, LIME MUD 
Bird Machine Company 


FILTER SCREENS 
Ronningen-Petter Ce. 


FINE SCREENS 
Bird Machine Company 
Sandy Hill Irom & Brass Works 


FITTINGS 
The Bagley Sewall 
Crane Company 
Grinnell Company 
Piping & Equipt. Co. 
Shartle Brothers Machine Ce. 
Walworth Company 


FLEXIBLE COUPLINGS 
Dedge Manufacturing Corp. 
Egan, Frank V5 Ce. 
Jeffrey Mfg. Co. 
Brothers Machine Co. 
Waldron Corp. 
estinghouse Electric Corp. 


FLOORING, GRATING 
AND TREADS 
The Goodyear Tire Rubber 
Company 
Norton Co. 


FLOTATION EQUIPMENT 
Ronningen-Petter Co. 
Walker Process Equipment, | nc. 


FLOW BOXES 
Lukens Steel Co. 
The Sandy Hill Iron & Brass 
Works 
Shartle Brothers Machine Co. 


FLUID FILTERS 
Ce. 


FOLDERS 
Emerson Mfg. Ceo. 
Hudson Sharp Machine Co 


FORMATION TESTERS 
Testing Ine. 
W ims ir s Co 


Beloit Iron Works 

Black Clawson Company 

Downingtown Mfg. Co. 

Manchester ee Co 
nery 

The Sandy ‘Hall Iron & Brass 
Works 

Shartle Brothers Machine Co 


FREENESS TESTERS 
Testing Machines, Inc. 
Williams Apparatus Co. 


GASKETS 
Goodrich Co. 
The Goodyear Tire & Rubber 
Company 


GEAR MOTORS 
Allis Chalmers Mfg. Co. 
Elliott Inc. 
Westinghouse Electric Cerp. 


GEAR REDUCERS 
Dodge Mfg. Corp. 
Downingtown Mfg. Ce. 


GEAR REDUCER DRIVES 
Belt Co. 

The Bagley Sewall Company 
Black Clawson Company 
Co. 
Frank W. Egan & Co 
Co. 
E. D. Jones & Sons Co. 
D. Marray Co 
Sandy Hill Iron & Brase 


rks 
Shartle Brothers Machine C>. 
Smith & Winchester Mfg. Cv. 
Valley Iron Works Co. 
Westinghouse Electric Corp. 


GRAPHIC MACHINERY 
Dilts Machine Works 
Hudson Sharp Mch. Co. 
Lyddon & Ce. 

Parsons & Whittemore 
Potdevin Machine Co. 


GRAPPLES 
Blaw-Knox Company 
Owen Bucket Co. 
Wellman Engrg. Co. 
GRATINGS 
Blaw-Knox Co. 


GRINDERS 
Carthage Machine vv. 
Co. 
Gibbs-Brower Company, Inc. 
Lobdell United Ce. 
Nerton Company 
Ross Paper Machinery Co. 
The Sandy Hill Iron Brase 

orks 


WHEELS 
‘orton Company 
Simonds Abrasive Co 


GUIDES 

The Bagley & Sewall Company 
Beleit lron Works 
Co. 
Bene, Frank Mfg. Coe. 

ank W., a Ce. 
Nash Co. 
Mount rk. Machinery Co. 
Sandy Hill Iron & Brass Werks 
Waldron, John, Corp. 


GUMMING MACHINES 
Dilts Machine By 
Egan, Frank & Co. 
Paper Machine Ce. 
Potdevin Machine Co. 
The Sandy Hill Iron & Brass 
Works 
Waldron, John, Corp. 


GUMS 
Hercules Powder Co., Inc. 
National Starch Produets, Inc 


HEAT EXCHANGERS AND 
RECOVERY 
Mahon, R. C., 
Westinghouse Blectrie Corp. 


HEATING, VENTILATING 
AIR CONDITIONING 
The Appieton Machine Co. 
E. D. Jones & Sons Co. 
General Electrie Ca. 
Red-Ray Mfg. Co., Inc. 
Ross Engincering Corp., ). Uv 
Valley Iron Works Co. 
Westinghouse Electric Corp. 


HONING KIT 
Jehn W. Bolton & Sons, lac 
HOODS 


Kalamazoo Sheet Metal Mfg. Co. 


HOSE (Air, Water, Suction, etc.) 
B. F. Goodrich Co. 
The Goodyear Tire & Rubber 
Company 
HUMECTANTS 
Aktivin Division, Heyden 
Chemical Corp. 
Arnold, Hoffman & Co., Inc. 
Nopco Chemical Co. 
Wyandotte Chemicals Corp.. 
Michigan Alkali Div 


OSCILLATING 
SHOW 
Petter Co. 


HYDRAULIC TURBINES & 
ACCESSORIES 
Allis Chalmers Mfg. 
James Leffel Co. 


IMPREGNANTS 
American Cyanamid Company. 
Industrial Chemicals Division 
Sun Oil Company 


INDENTING MACHINES 
Dilts Machine Works 


INDUSTRIAL CONTROL 
Allis Chalmers Mfg. Co. 
Westinghouse Electric Corp. 


INDUSTRIAL TIRES 
B. F. Goodrich Ce. 


INDUSTRIAL TRACTORS 
Allis Chalmers Mfg. Co. 
Corp. 


INK (Flexographic) 
Bensing Bros. & Deeney 


INSTRUMENTS, TESTING 
AND MEASURING 
Black-Clawson Co. 
General Electric Co. 
W. & L. E. Gurley 
B. F. Perkins & Son 
Taylor Instrument Cos. 
esting Machines, imc. 
Tracerlab, Inc. 
Westinghouse Electrie Corp. 
Williams Apparatus Co. 


INSULATION 
Insul-Mastic Corp. ef America 


JACKETS 
Emerson Mfg. Co. 


JOINTS 
The Bagley & Sewall Company 
Beloit Iron Works 
Mfg. Co. 
Sandy Hill Iron Brass 
Shartle Brothers Machine 


JORDAN BARS 
Ronningen-Petter Co. 


JORDANS 
Emerson Mfg. Co. 
Ronningen-Petter Co. 
Ross Paper Machinery C 
Shartle Brothers Machine Co 


| 
= —, 


JORDAN FILLINGS 
Machine Co. 

Bahr Bros. Manufacturing Ce. 
jens W. Bolton & Sons, Inc. 
D. Jones & Sons Co. 

Ronningen-Petter Co. 

Prothers Machine Co. 

Smith & Winchester Mfg. Co. 

Valley Iron Works Co. 
KILNS 

Allis Chalmers Mfg. Co. 


Simonds Saw & Steel Co. 
Stiles Co. 
Valley Iron Works Co. 


KNOTTERS 
Black Clawson Compe 
Sandy Iron Works 


LABORATORY CORRUGATOR 
Testing Machines, Inc. 
DRIERS 


ams Apparatus Co 


EQUIPMENT 
Appleton Machine Co. 
Haner Brothers Co. 
Bird Company 
Cady & Co., E. J. 
Dilts Machine 


Frank W., 

Ronningen-Petter Co. 
Shartle Brothers Machine Co. 
Taylor Iastrument Companies 
Testing Machines, Inc. 
Valley Iron Works Co. 
Waldron, John, Corp 
Williams Apparatus Co. 


LAMINATING MACHINES 
The Bagley & Sewall Company 
Dilts Machine Works 
Egan, Frank W., Co. 
Hudson Sharp Machine Co. 
Paper Machine Co. 
Potdevin Machine Co 
Ross Paper Machinery Ce 
Waldron john, Cerp 


LAY BOYS 
Dilts Machine Works 
Gibbs-Brower Company, Inc. 
Hamblet Co 
Ross Paper Machinery ¢ 


LIME (Hydrated & Quick) 
National faypsum ¢ 


LINTER PULP 
Hercules Powder Co., Inc. 


LUBRICANTS 
Cities Service Oil Co. 
Gulf Oil Corp. 
Houghton & Co. 
Socony-Vacuum Oil Co. 
The Texas Company 


MACHINING 
The R. C. Mahon Company 


MAGAZINE REELS 
Dilts Machine Works 


MAGNETIC SEPARATORS 
Bauer Bros. Ce. 
Emerson Mfg. Ce. 
Shartle Brothers Machine Co. 


MATERIALS HANDLING 
Dilts Machine Works 
Downingtown Mfg. Co. 
Jeffery Mfg. Ce. 
Liak Belt Co. 
Shartle Bros. Mch. Co. 
Towmmor Corp. 
The Wellman , Ce. 
MICROMETERS CALIPERS 
Cady & Co., E. J. 
Farrel- Birmingham 
Co. 
Testing Machines, Inc. 
MIXERS 
Mixing Equipment Co. 
Walker Process Equipment, Inc. 
MICRO-CRYSTALLINE WAXES 
Sun Oi] Company 
MOISTURE CONTENT CONTROL 
Testing Machines, Inc. 
Vapo Systems Co. 
Williams Apparatus Co. 


MOISTURE METERS 
Testing Machines, Inc. 


MOTORS 
Allis Chalmers Mfg. Co. 


MOTORS AND GENERATORS 
Allis Chalmers Mfg. Co. 
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General Electric Company 
Reliance Electric Engrg. 
Westinghouse Electric Corp. 


NICKEL AND NICKEL ALLOYS 
The International Nickel Co. 


PACKING BOXES 
Johnson Corporation 
Shartle Brothers Machine Co. 


PAPER CONDITIONERS 
Vapo Systems Co. 


PAPER 
The Bagley & Sewall Company 
Beloit Irom Works 
Black-Clawson Co. 
Downingtown Mfg. Co. 
Manchester Machine Co. 
Sandy Hill Irow & Brass Works 
Electric Corp. 


PAPER MACHINES 

The Bagicy & Sewall Company 
Beloit [Iron Works 
Black-Clawson Company 
Downingtown Mfg. Co 

Brower Inc. 
Thomas W. 

Lakenweld 

Manchester Machine 


The Sandy Hill Iron & Brass 


orks 
Shartle Brothers Machine Ce. 
Smith Winchester Mfg. 


PAPER MACHINE SLICES 

Beloit Iron Works 
Black-Clawson Company 
Downingtown 

E. D. jones & 

™ inte 4 Brass 


valle = Works Co. 


PAPER MILL MACHINERY 
Ronningen-Petter Ce. 
Ross Paper Machinery Co 


PAPER TUBE MACHINERY 

Dietz Machine Works 
Gibbs-Brower Company, Inc. 
Thomas W. Hall Co. 
Hudson Sharp Machine Co. 
Langston Co., Samuel M. 
Paper Converting Machine Co 
Ross Paper Machinery Co 


PARAFFINE WAXES 
Sun Oi! Company 


PARAFFIN WAX EMULSIONS 
American Cyanamid Ce., 
Ind. Chem. Div. 
Arnold, Hoffman & Co., Ine. 
Hercules Powder Ce., Inc. 
Chemical Co. 


PASTING MACHINES 
Beloit Iron Works 
Black-Clawsom Company 
Dilts Machine Works 
Gibbs-Brower Company, Inc. 
Murray, D. J., fg. Ca. 
Potdevin Machine Co. 

Koss Paper Machinery Co 

The Sandy Hill lrom & Brass 
Works 

Shartle Brothers Machine Ce. 

Waldron Corp., Joha 


PEBBLE MILLS 
Allis Chalmers Mfg. Co. 
F. L. Smidth & Co. 


METERS 
Testing Machines, Iac. 


ROLLS 
Stone, Thos. & Geo. M., Inc. 


PIPE 
Aluminum Co. of America 
Armco Drainage Metal Pred- 
ucts, Inc. 

Wilcox Ce. 

Crane Company 

Grinnell Compan 

National Tube 

Walworth Company 


PIPE FABRICATORS 
Pittsburgh Piping & Equipt. Ce 
Ronningen-Petter Co. 

PIPE FITTINGS 
Aluminum Co. of America 


Armco Drainage Metal Prod- 


ucts, Inc. 
Crane Company 
Grinnell Company 


Pittsburgh Piping & Equipt. Ce. 


Walworth Co. 


PIPING, HIGH PRESSURE 
Pittsburgh Piping & 


PIPING (Plioweld Lines) 
Goodyear Tire Rubber Co. 


Equipt. Ce 


PITCH CONTROL 
American Cyanamid Compaay, 
Industrial Chemicals Division 
Antara Chemicals Division, 
General Dyestuff Corp. 
Monsanto Chemical Company 
National Aluminate Corp. 
Chemical Co. 
Rohm & Haas Company 


PLASTICIZERS 
erican Cyanamid Company 
Industrial Chemicals Company 
Aktivin Divisien, Heyden Chem. 


Hoffman & Co., Inc. 

B. F. Geodrich Chemical Co. 

Naugatuck Chemical Division of 
U. S. Rubber Co. 

Nepeo Chemical Co. 

Rohm & Haas Company 


PLATERS 
Gibbs-Brower Company, Inc. 
Perkins & Son, Inc., B. F 


PLATES 
Corp 
Babcock Co. 
Emerson Mfg. Co. 
Luxeaweld Division 
Lukens Steel Company 
T. O. Ross Engrg. Corp 
Timken Roller Bearing Co. 


The Appleton Machine Co. 
Black Clawson Company 
Emerson Mfg. Co. 
Jones Sons Co. 
Shartle Brothers Machine 


POPE TYPE REELS 
Black-Clawson Company 
Downingtown Mfg. Co. 
Egan, Frank W., & Co. 
Manchester Machine Co 
Ross Paper hinery Co 


Sandy Hill Iron Brass Works 


PRESERVATIVES 
Antara Chemicals Division, 
General Dyestuff Corp. 


PRESS ROLLS 
Beloit Iron Works 
Black-Clawson Co. 
Cincinnati Rubber Co. 
Downingtown Mfg. Co. 
Goodrich, B. F., Company, Ine. 
Manchester Machine Co. 
Ross Paper Machinery Co 
Sandy Hill Iron Brass Works 
Stowe-Woodward Inc. 


PRESSURE FILTERS 
Holyoke Machiae Co. 
Hangerford & Terry, Inc. 
Ronningen-Petter Co. 
Sandy Hill Iron & Brass Werks 


PRESSURE VESSELS 

Chicago Bridge & Iron Co. 
Mahon, R. C., Co. 

Smith Corp. 


PRESSES 

Beloit Irom Works 
Mfg. Co. 

Works 
Farrel-Birmingham Coe. 
Gibes-Brower Company, Inc. 
Hudson-Sha: Machine Co. 
Manchester Machine . 
Paver Machine 
Potdevin Machine Co. 

The sendy Hill Iron & Brase 

orks 
Shartle Brothers Machine Co. 
Testing Machines, Inc. 
aldron 

Weber Co., Inc. 
Williams Apparatus Co. 


PRINTING ROLLS 
Stone, Thos. Geo. M., Inc. 


PROTECTIVE COATINGS 
Insul-Mastic Corp. of America 


PULLEYS 
Bird Machine 
Black-Clawsen Co. 
Dodge Mfg. Core. 
Horton Mfg. 
Sandy Hill Works 


PULP CLASSIFIER 
The Bauer Bros. 
Testing Machines, lac. 


PULP CLEANERS 
Bauer Bros. 
Bird Machine Co. 
Nichols Engrg. & Research Corp. 


Sandy Hill Irom & Brass Werks 


Shartle Bros. 


PULP REFINERS 
Emerson Mig. Co. 
Shartle Bros. Machine Ce 


PULP SCREENS 
Bird Machine Co. 
Murray, J., Mfg. Co. 
Sandy Hill Iron & Scone Works 
Shartle Bros. Machine Ce. 


PULP STOCK VALVES 
Crane Company 
Grinaell C 


Sandy Hill Iron & Brass Works 
Shartle Brothers Machine Co 


PULPERS 

Apmew, Inc. 

Brothers 

Dilts Machine Works 
Downingtown Mfg. 

E. D. Jones & Sons Co. 
Ross-Midwest Fulton Cor 
Morden Machines Co. 
Shartle Brothers Machine Ceo. 


PULPS 
Brown Company 
Gottesman & Co., Inc. 
Lyddon & Co. (America), Inc. 
Parsons & Whittemore, Ine. 
Perkins-Goodwin Co. 
Price & Pierce, Ltd. 
Pulp and Ca 
Restigouche Co., 


PULPSTONES 
Nerton Company 


PULP TESTERS 
Testing Machines. Ine 
Vili 


ms Apparatus ¢ 


PULP WASHERS 
Sandy Hill Iron & Brass Works 
Shartle Bros. Machine Co 


MILLS 
+. Co. 
4 Smidth & Co 


PUMP VALVE BALLS 
Stowe-Woodward Inc. 


PUMPS 
Allis Chalmers Mfg. Co. 


Inc. 

e Bagley & Sewall Company 
Beloit Iron Works 

Black Clawson Company 
Buffalo Pumps, Inc. 
Dewningtown Mfg. Co. 
Gibes-Brower Company, inv. 
ehnson Corp. 

Nash Engineering Co. 

Read Standard Corp. 
Ronningen-Petter Co. 

Blewer Corp 
J. Ross Company 

oss Paper Machy. Corp. 

The Sandy Hill Iron & Brass 


Works 
Shartle Brothers Machine 


RADIANT BURNERS 
Red-Ray Mfg. Co., Inc. 


RAG COOKING PROCESSES 
Dyestuff Cerp. 
Rohm & Haas Company 


RAG CUTTERS 
i Brower Company, Inc. 
B. F. Perkins & Son, Inc. 
Taylor-Stiles & Co. 


RECOVERY SYSTEMS 
Babcock & Wilcox Co. 
Chines Bridge & Iron Co. 
J. Murray Mfg. Ce. 


REELS 
The Machine Co. 
The Bagley & Sewall Company 
Beloit Iron Works 
Black Clawsoea Compan 
Dilts Machine Werte (Kobler 
Systems) 
Egan, Frank W., 
Downingtown Mfg. Co. 
Hudsoa-Sha: Mech. Co 
Manchester Machine 
Ross Paper Machinery ( 
The Sandy Hill 
Werks 


Brothers Machire 
The Smith Winchester Mfg 


Co. 
Waldron, John, Corp. 


REFINERS 
Appleton Machine Co. 
Bakr Brothers Mfg. 
Bauer Brothers Co. 
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Black Clawson 
wen. = W. Belton & Sons, Inc. 
Machine Works, Inc. 
Machine Co. 
Es E. D. Jones & Sons Co. 
Je Ross Company 
Downingtown Mig. Co. 
Pusey Jones Corp 
Ross Engineering Corp., J. O 
Valley Irom Works Co. 
Vulcan Copper & Supply Co 


Gibbs-Brower Company, Inc 
E. D. Jones & Sons Co 
Morde Macnines Cc 
Murray. D. j.. Mfg. Ce 


Sandy Hill Iron & Brass Work- 
Shartle Brothers Machine Ce 
Sutherland Refiner Cory 
Valley Iron Works 


REFRACTORIES 


Harbison-Walker Refractories Co 


REGULATORS 
Airmat Valve, Inc 
Apmew, Ir 
Bird Machine 


General 


RESINS 

American Cyanamid Company, 
Plastics & Resins Division 

Borden Company 

The Dow Chemical Company 

B. F. Goodrich Chemical Co 

The Goodyear Tire & Rubber 
Company 

Hercules Powder Co 

Koppers Company, Inc. 

Monsanto Chemical Company 

Naugatuck Chemical Division of 
Rubber Co 


Pennsylvania Indust. Chem 
Corp 
Rohm & Haas Company 


ROLLS 
Appleton Machine Co 
The Bagley & Sewall Company 
Beloit Iron Works 
Black Clawson Company 
Dilts Machine Works 
Downingtown Mfg. Co 
Frank W. Egan & Co 
Emerson Mfg. Co 
Farrel-Birmingham Ce 
Gibbs Brower Company, Inc 
B. F. Goodrich Ce 
Holyoke Machine Co 
Lindsay Wire Weaving Cx 
Lobdell United Co 
Manchester Machine Co 
D. J. Murray Mfg. Co 
Perkins, B. F., & Sons Co 
Pusey & Jones Corp 
1. J. Ross Company 
Ross Paper Machy. Co 
The Sandy Hill Iron & Brass 

Works 

Shartle Brothers Machine Co 
Smith & Winchester Mfe Co 
Stone, Thos. & Geo. M., Inc 
Stowe-Woodward Inc 
Tyer Rubber Co 
U. S. Rubber Co 
Valley Iron Works (C« 
Waldron Corp., John 


ages. COVERS 
F. Goodrich Co 
The Goodyear Tire & Rubber 


rd Inc 


ROLL HANDLING EQUIPMENT 
Dilts Machine Works 


ROLL STANDS 
Cameron Machine Co 
Dilts Machine Works 
Frank W. Fean & Co 
Ross Paper Machinery Ce 
The Sandy Hill Iron & Brass 
Works 
Tohn Waldron Corp 
H. G Weber & Co., Inc 


ROPE CARRIERS 
Black Clawson Co 
Downingtown Mfg. Co 
The Sandy Hill Iron & Brass 
Werks 


ROTARY KILNS 
Allis Chalmers Mfg. Co 


ROTARY SCREENS 
Rird Machine Company 
Ross Paper Machinery Cx 


ROTARY STEAM JOINTS 
Johnson Corp. 
Sandy Hill Iron & Brass Works 
Shartle Bros. Mch. Co. 


RUBBER COVERED ROLLS 
Stowe-Woodward Inc. 
Tyer Rubber Co 


RU /BBER PRODUCTS 
F. Goodrich Co 
I Goodyear Tire & Rubber 


SAMPLE CUTTERS 
Testing Machines, Inc 


SATURANTS 
B. F. Goodricn  ~hemical Co 


SATURATING MACHINES 
Dilts Machine Works 
Frank W. tee & Co 
Gibbs-Brower Company, Inc. 
Machine Co. 
indy Hill Iron & Brass 
Works 
Shartle Brothers Machine 
Waldron Corp., John 
Weber, Herman G. 


SAVEALLS 
Bird Machine Company 
Chicago Bridge & Iron Co. 
Ron mingen- Petter Co. 

M 


Co 
Shartle Machine Co. 
Walker Process Equipment, Inc. 


SAWS 
Simonds Saw & Steel Co 


SCALES 
Cady & Co., E 
Merrick Scale Mig Co. 
Testing Machines, Inc. 


SCREEN PLATES 
Bird Machine Company 
Fitchburg Screen Plate Co 
Magnus Metal Corp. 
Testing Machines, Inc. 


SCREENS 
Appleton Wire Works 
Appleton Machine Company 
The Bagley & Sewall Company 
Rird Machine Company 
Carthage Machine Co. 
Dilts Machine Works, Inc. 
Downingtown Mfg. Co 
Gibbs-Brower Company. Inc 
E. D. Jones & Sons Co 
Murray, D. J., Mfg. Co. 
3 Ross Company 
Ross Paper Machy. Co 
The Sandy Hill Iron & Brass 

Works 

Shartle Brothers Machine Co 
Valley Tron Works Co 


CHIP 
lis Chalmers Mfg. Co. 


fink Belt Co 


SCREENS (Rotary) 
Bird Machine Company 


SHAKES 
Black Clawson Company 
Downingtown Mfg. Co. 


SHAKE STICKS 
Westinghouse Electric Corp. 


SHEET MACHINES 
Downingtown Mfg. Co 
Gibbs-Brower Company, Ine 
Thomas W. Hall Co 
Hudson Sharp Machine Co. 
Ronningen-Petter Co 
Ross Paper Machinery Ce 
Testing Machines. Im 
Valley Iron Works Cs 
Williams Apparatus Co. 


SHOWER PIPES 
Bird Machine Company 
Black-Clawson Company 
Downingtown Mfg. Co. 
Emerson Mfg. Co 
Ronningen-Petter Co 
Sandy hill Iron & Brass Works 
Sandusky Fdy. & Mch. Co 
Shartle Brothers Machine Co 
Smith & Winchester Mfg. Co 


SHREDDERS 
Bauer Brothers Co 
Carthage Machine Co 
Gibbs-Brower Company, Inc. 
Jeffrey Mfg. Co. 
aylor, Stiles & Co. 


SIZE PRESSES 
Black-Clawson Co. 
Downingtown Mfg. Co 
Manchester Machine Co. 
Sandy Hill Iron & Brass Works 


SIZING 

American Bitumuls Asphalt Co. 

American Cyanamid Company, 
Industrial Chemicals Division 

The Dow Chemical Company 


Hercules Powder Ce. 
The Hubineer Co. 
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Monsanto Chemical Company 
National Aluminate Corp. 
Nopco Chemical Co 
Wyandotte Chemicals Corp., 
Michigan Alkali Div. 


SIZING TESTER 
W. & L. E. Gurley 
Testing Machines, Inc 
Williams Apparatus Co. 


SLIME CONTROL 
Antara Chemicals Division, Gen 
eral Dyestutf Corp 
ioe Dow Chemical Company 
. du Pont de Nemours & Co 
Chemical Co. 
National Aluminate Corp 
Rohm Haas Company 
Vanderbilt 
Wyandotte Chemicals Corp., 
Michigan Alkali Div. 


SLITTERS 
The Bagley & Sewall Company 
Black-Clawson Company 
Cameron Machine Co. 
Carthage Machine Co 
Dietz Machine Works 
Dilts Machine Works 
Downingtown Mfg. 
Frank W. Egan & Co. 
Gibbs-Brower Company. Inc 
Thomas W. Hall Co., Inc 
Hamblet Machine Co 
Hudson-Sharp Mch. Co 
Langston Co., Samuel M 
D. J. Murray Mfg. Co 
Paper Converting Machine Co 
1. J. Ross Company 
Ross Paper Machy. Co 
The Sandy Hill Iron & Brass 

Works 

Smith & Winchester Mfg. Co. 
Valley Iron Works Co. 
Waldron Corp., John 


SMOKE STACKS 
Chicago Bridge & Iron Co. 


STIFFNESS TESTER 
L. E. Gurley 
Machines, Inc. 


SOLUBLE OILS 
American Cyanamid Company. 
Industrial Chemicals Division 
Antara Chemicals Division, Gen 
eral Dyestuff Corp 
Arnold, Hoffman & Co., Inc. 
Nopco Chemical Co. 


SOLVENTS 
Pennsylvania Ind. Chem. Co. 


SPECIAL MACHINERY 
Black Clawson Company 
Dilts Machine Works 
Downingtown Mfg. Co. 
Egan, Frank Co. 
Mahon, R. C., ¢€ 
Manchester Machine Co. 
Murray. D. J., Mfg. Co. 
Paper Converting Machine 
Potdevin Machine Co 
The Sandy Hill Iron & Brass 

Works 

Shartle Bros. Machine Co 
Waldron, John, Corp 


SPEED REDUCERS 
Dodge Manufacturing Corp. 
Downingtown Mfg. Co. 
Link Belt Co. 
Westinghouse Elec. Corp. 


SPLICING TISSUE 


Williams-Gray Co. 


STAINLESS STEEL 
Armco Steel Corp 
Crucible Steel Co. 
Steel Corp. 


STARCH 
Clinton Foods, Inc. 
Corn Products Sales Co. 
The Hubinger Co. 
National Starch Products, Inc 


STEAM JOINTS 
eloit tron Works 
Sandy Hill Iron & Brass Work: 
Shartle Brothers Machine Co 


STEAM SPECIALTIES 
Babcock & Wilcox Co. 
Johnson Corp 


STEEL 
Armco Steel Corp 
Carnegie Illinois Steel Co. 
Crucible Steel Co. 
Lukens Steel Company 
D. J. Murray Mfg. Co. 
The Sandy Hiil Iron & Bra» 
Works 
U. S. Steel Corp. 


STEEL, CLAD 
Babcock & Wilcox Co 
Lukens Steel Company 


STEEL TANKS 
Chicago Bridge & Iron Co. 
Mahon, R. C., Co 
Ronningen-Petter Co. 
The Sandy Hill Iron & Brase 
Works 
Shartle Bros. Machine Co. 


STEEL-WELD FABRICATED PARTS 
The R. C. Mahon Company 


STOKERS 
Westinghouse Elec. Corp. 


STRAINER SCREENS 
Ronningen-Petter Co 


STRAINERS 


Ronningen-Petter Co. 


STRETCH TESTER 
Testing Machines, Inc. 


STUFF CHESTS 


Downingtown Mfg. Co. 

Jones Sons Co. 
Shartle Brothers Machine Co. 
Valley Iron Works Co. 


STUFF BOXES 
Kalamazoo Sheet Metal Mfg. Co. 


SUCTION BOX COVERS 


Appleton Wood Products 
Emerson Mfg. Co. 
Westinghouse Electric Corp 


SUCTION BOXES 


Beloit Iron Works 

Black-Clawson Company 

Downingtown Mfg. Co. 

E. D. Jones & Son Co. 

Manchester Machine Co 

The Sandy Hill Iron & Brass 
Works 

Shartle Brothers Machine 


SUCTION ROLLS 


Beloit Iron Works 
Downingtown Mfg. Co. 
Manchester Machine Co 
Ross Paper Machinery Ce 


SULPHUR 
Texas Gulf Sulphur Co. 


SULPHUR BURNERS 
Valley Iron Works Co. 


SUPERCALENDERS 
The Appleton Machine Co. 
B. F. Perkins & Son, Inc. 
Ross Paper Machinery Co 


SWITCHGEAR 
Allis Chalmers Mfg. Co 
Westinghouse Elec. Corp. 


SYNTHETIC LATICES 

American Cyanamid Company, 
Chemicals Division 
F. Goodrich Chemical Co. 

Goodyear Tire Rubber 
Company 

Naugatuck Chemical Division of 
U. S. Rubber Co. 

Nopco Chemical Co. 


SYNTHETIC RESINS 
American Cyanamid Co., Ind 
Chem. Div. 
Hercules Powder Co., Inc 
Pennsylvania Ind. Chem. Co 
Rohm Haas Company 


SYPHONS 
Poirier Control Company 
Shartle Bros. Machine Co. 


TA'LING SCREENS : 
Sandy Hill Iron & Brass Works 


TAKE OFF UNITS 
Dilts Machine Works 


TALC 
American Cyanamid Company, 
Industrial Chemicals Division 
Vanderbilt Co., R. 


TANKS 
Chicago Bridge & Iron Co. 
Graver Tank Mfg. Co. 
Kalamazoo Mfg. Co. 
Mahon, R. C., 
B. F. Perkins & “Sons, Inc. 
The Sandy Hill Iron & Brass 

Works 

Shartle Brothers Machine Co. 
Stebbins Engrg. Co. 


TEARING TESTERS 
testing Machines, Inc. 
TENSILE TESTERS 
4 F Perkins & Son, Inc. 
Testing Machines, Inc. 


Dilts Machine Works 
Dewnngtown Mte Ce 
Company 
Stowe- Woodward In 
I r Rubber ( 
Johnson orp 
Poiner Control Company 
J Shartie Srothers Machine Co 
Taylor Instrument Companies 
Westinghouse Electric Corp 
| 
: | 
Company 
Tyer Rubber 
— 


DECKERS 


AND SAVEALLS 


The Appleton Machine Co. 
Bird Machine Company 
Carthage Machine Co. 
Chicago Bridge & Iron Co 
Dilts Machine Works 
Downingtown 
Tank Mfg. Co. 
J. Murray Mfg. Co 
Paper Machinery Cort 
The Sandy Hill Iron & Bras- 
Works 
Shartle Brothers Machine Co 
Valley Iron Works (¢ 
Walker Process Equipn 


TITANIUM 


Titanium Pigment Co. 
R. T. Vanderbilt Co. 


ent, Inc 


TOOLS 
Walworth Company 


TRACTORS AND TRUCKS 
Allis Chalmers Mfg. Co. 
Towmotor Corp. 


TRANSFORMERS 
Allis Chalmers Mfg. Co. 
Westinghouse Elec. Corp. 
TRANSMISSIONS 


Dodge Mfg. Corp. 
ort Mfg. Co. 
ink Belt Co. 


BELTS 
Allis Chalmers Mfg. Co. 
Dodge Mfg. Corp. 


Goodrich, B. F., Company, Inc. 


VALVES 


Airmatic Valve, Inc 

The Bagley & Sewall Company 

Crane Company 

DeZurik Shower Co. 

Dilts Machine Works 

Downingtown Mfg. Co. 

Grinnell Company 

E. D. Jones & Sons Co 

Magnus Metal Corp. 

Murray Mfg. Co. 

Ohio Injector Co. 

Powell Valves 

Record Fdy. & Mch. Co. 

Rockwell Mfg. Co. 

The ed Hill Iron & Brass 
Works 

Shartle Brothers Machine Co. 

Valley Iron Works Co. 

Walworth Company 


VAPOR BARRIER COATINGS 


Insul-Mastic Corp. of America 


VATS 


Beloit Iron Works 
Black-Clawson Co. 

Downingtown Mfg. Co. 

Mahon, R. C., Co 

Sandy Hill Iron & Brass Works 


VIBRATORS 


TRAPS 


Crane Co. 

Grinnell Company 

Johnson Corporation 

Shartle Brothers Machine Co 


TUBE MILLS 


TUBES 


Aluminum Co. of America 
Babcock & Wilcox Co. 
Crucible Steel Co. 
National Tube Co. 


TUBING MACHINES 
Dilts Machine Works 


(UBING, MECHANICAL 
National Tube Co. 


TURBINES 


Allis Chalmers Mig. Co. 
General Electric Company 
ames Leffel Co. 
Nestinghouse Electric Corp. 


UNWINDERS 


Dilts Machine Works 
Downingtown Mfg. Co. 
Egan, Frank W., & Co. 
Waldron, John, Corp. 


USED EQUIPMENT 
Gibbs-Brower Co. 
Thomas W. Hall Co. 
. J. Ross Company 
oss Paper Machinery Co. 
Shartle Rrothers Machine Co 


Supplying 
Your 


Requirements 


WASHINGTON, 
CAMDEN, 

MINN. 


AUGUST 27, 1954 


Cleveland Vibrator Co. 


WASHERS 


The Bagley & Sewall Company 
Downingtown Mfg. Co. 
Gibhs-Brower Company, Inc. 

E. D Jones & Sons Co 

The Sandy Hill Iron & Brass 

Works 

Shartle Brothers Machine Co. 
Valley Iron Works Co. 


WASTE TREATING EQUIPMENT 


Hungerford & Terry, Inc. 
leffrey Mfg. Co. 

Link Belt Co. 

Ronningen-Petter Co. 

Walker Process Equipment, Inc 


WATER CONDITIONING 


Allis Chalmers Mfg. Co. 
American Cyanamid Co., 
Industrial Chem. Div. 
Calgon. Inc. 
General Dvestuff Corp. 
Hungerford & Terry, Inc 
National Aluminate Corp 
Palmer Filter Equipt. Co. 
Ronningen-Petter Co. 
The Sandy Hill Iron 
Works 
Walker Process Equipment, Inc 


& Brass 


WATER DISPERSIONS 


American Cyanamid Company, 
Industrial Chemicals Division 

Naugatuck Chemical Division of 
UL. S. Rubber Co. 

Rohm & Haas Company 


WATER FILTEK> 
Bird Machine Co 
Holyoke Machine Co 
Hungerford & Terry, Inc. 
Ronningen-Petter Cc 
Sandy Hill Iron & Brass Works 
Walker Process Equipment, Inc 


WATER PENETRATION TESTER 
Testing Machines, Inc. 


WATER SOFTENERS 
Allis Chalmers Mtg. Co 
Antara Chemicals Division, Gen 
eral Dyestuff Corp. 
Hungerford Terry, Inc. 
Wyandotte Chemicals Corp., 
Michigan Alkali Div. 


WATER TREATING EQUIPMENT 
Allis Chalmers Mfg. Co. 
Hungerford & Terry, Inc. 
Ronningen-Petter Co. 

Walker Process Equipment, Inc 


WATER VAPOR CUPS 
Testing Machines, Inc 


WATER WHEELS 
James Leffel Co. 


WAXING MACHINERY 


Black-Clawson Company 

Dilts Machine Works 

Frank W. Egan & Co. 
Gibbs-Brower Company, Inc. 
Hudson Sharp Machine Co. 
The Mayer Machine Co. 
Paper Converting Machine Co. 
Potdevin Machine Co. 

Shartle Brothers Machine Co. 
Waldron Corp., John 

Weber, Herman 


WEB TENSION CONTROL 
Dilts Machine Works 
Egan, Frank W., & Co. 
Waldron, John, Corp. 


WELDING EQUIPMENT 


General Electric Company 
Walworth Company 
Westinghouse Electric Corp. 


WELDING FITTINGS 
Pittsburgh Piping & Equipt. Co. 


WELDMENTS 
The Mahon Company 


WET MACHINES 
The Bagley & Sewall Company 
Black-Clawson Company 
Carthage Machine Co. 
Downingtown Mfg. Co. 
Pusey & Jones Corp. 
Ross Paper Machinery Co. 
Ronningen- Petter Co. 
The Sandy Hill Iron & Brass 

Works 

Shartle Brothers Machine Co. 
Smith & Winchester Mfg. Co. 
Valley Iron Works Co. 


WET STRENGTHENING AGENTS 


American Cyanamid 
Industrial Chemicals 


Compan 
Divister 


Hercules Powder Co., Inc. 
Rohm & Haas Company 


WETTING AGENTS 

American Cyanamid Company, 
Industrial Chemicals Division 

Antara Chemicals [)ivision, Gen 
eral Dyestutff Corp. 

Diamond Alkali 

Monsanto Chemical Company 

Nopco Chemical Co 

Rohm & Haas Company 

Wyandotte Chemicals 
Michigan Alkali Div. 


Corp.. 


WHITE WATER STRAINERS 


Ronningen-Petter Co. 


WHITE WATER TREATING EQUIPT 
Bird Machine Co 
Hungerford & Terry, Inc. 
Ronningen-Petter Co. 
The Sandy Hill Iron & 

Works 


Bras- 


WINDERS REWINDERS 


The Appleton Machine Co 

The Bagley & Sewall Company 

Beloit Iron Works 

Black-Clawson Company 

Cameron Machine Co. 

Dietz Machine Works 

Dilts Machine Work: 

Downingtown Mfg. Co. 

Frank W. Egan & Co 

Gibbs-Brower Company, Inc 

Thomas W. Hall Co. 

Hudson- Sharp Machine Co. 

Langston Co., Samuel M. 

Manchester Machine Co. 

Paper Converting = achine Co. 

Pusey & Jones ( 

Ross P aper Mac hit 

The Sandy Hill 
Works 

Smith & Winchester Mfg. Co 

Waldron, John, Corp. 


nery Co. 
Iron & Brass 


WINDER & REWINDER DRIVES 
Reliance Elec. & Engrg. Co 


WINDING ROLL CHANGERS 


Dilts Machine Works 
Egan, Frank W.. & Co. 
Waldron, John, Corp. 


WIRE BRUSHES 


M. W. Jenkins Sons, Inc. 
Williams-Gray Co. 


WIRE GUIDES 
Beloit Irom Works 
Black-Clawson Company 
Gilbert & Nash 


WIRES 
Aluminum Co. of America 
Appleton Wire Works 
Lindsay Wire Weaving Co 
Williams-Gray Co 
Wisconsin Wire Works 


WOOD SPLITTERS 


The Appleton Machine Co. 
Cartnage Machine Co 
Manchester Machine Co 


LEADING 
INDEPENDENT WASTE 


THOMAS PAPER STOCK COMPANY 
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A E.1 e Nemours Wire Wea Riegel Paper Co. ........... 
tre Link Belt (¢ Rockwell Mfg. Co 
Airmatic Valve, Ir 1 Pont, E.1.,deN irs & Ce Lobdell United Co. ..... ; - Rohm & Haas ¢ 
x ( Dept Lockport Felt Ronningen-Potter Ce 
Feit Pont, E. I e Net irs y Engineering Ce Rouse it Paper Co 
Orgar Dept Lukens Steel Ce Roots Connersville Blower (C¢ 
\ k A Ross, J. O., Engrg. Cor 
Ross Midwest Fu Cor 
id M Ross Paper Machiner Co 
Ame an Let ator Ir I r Brot rs ( Ml M 1 
D Blix | Core Main, ¢ 
Dvestuff ¢ ( Cla ( \I M to 
Anthracite ». Cory Enterpr ( Mart m Mfg. & Belting 
‘ M ne ( | Mead Sales (c Sandy Hill Iron & Brass Works -= 
\ Work F Mercer Paper Tube (¢ ; Seaboard Air Line R. R. Co we 
M Birt gham Co., Merrick Scale Ce Shartle M achir e Co, 19 & 4 
tal sor | uuipment Co Shuler & enninghoten 
restone Plast ~ ical Co Simonds Saw & Steel Co. ... 
( Plate Ce Moore & Munger Sirrine, J. Co 
\ ( M Ma nes (¢ Smidth, F. L., & Co 
M M Hope Ma Smith & Winchester Mfg. Co 
Smit A. Oo Cor 
G Murray, D. J., Mfg. Co Socon Vacuum ©O (« Ih 
. ‘ ‘ Sonoco Products Co 
Dvestutt Cor Southwestern Engrg. Co 
| Mi sc & N N atior te 
Goslin Birmingham Mfg. Dock Co. 
( . 4 Graver Tank & Mfg. Ce Corp ; 1 
Knox (Gsrinne ( Ir Nopco Chemical Co. 
- «> Gruendler Crusher Pulverizer Nordstrom Valve Div. of Rock- Taylor Instrument Cos 
Borden Co ann Mie. Co favior Stiles & 
N ‘ \\ | Norton ( Tennessee Coal, Iron & R. R 
( 
Texas ( 
rlectro H lexas Gulf Sulphur Co 
Hagan-Corp. ...... hiele Kaolin Co : 
Ml Haida Engineering Co. , lhomas Paper Stock ¢ 
H rimk n Roller he iring ¢ 
twell owmotor Co 
. x Heyden Chem al Co ‘ _— Pyer Rubber Co 
Hooker Electrochemical Paper Converting Finishing 
Horton Mfg Co. ... Co ts U 
Huber, M., Corp. .......... Parsons Whittemore United Carbon Co., 
Cities Service Machine Co Corp United States Steel Export 
tor erry, In Perkins, B. F., & Son, Inc United States Steel Supply Co 
Cleveland Permutit Corp U. S, Steel Co 
levelan ibrator Co Personnel Service Associates 
Clinton Foods, Inc. ........... - ' Pioneer Paper. Stock Co 
gh Plate Glass Interna Nickel Co Products CORR - Valley Tron Works 
Con Poirer Control Co Vanderbilt, R. T., Co 
‘ ‘ J Powell Valves Vulcan Copper & Supply Co... — 
‘ \ let Mie. Price Pierce, Ltd 
( s& | ns Br & Jones Cor 
or 
D. & Sons w 
Mezurik Shower Cc Railway Supply & Mfg. Co. . Walworth Co 
te D (oreat Lak _Co. Weber, H. G., & Co., Inc 
Dodge Mfg. Ke rs Ine - Weverheuser Timber Co 
Draper Br rs Restigour Co.,Ltd Williams-Gray Company 
N rs & Langston, Samuel M., Cc Rhod 44 Whiting Cory Front Cov 
Dyestutt Dept Letfel, James, & Co. . Riedel, Wvandotte Chemicals Cor, 


BUSINESS STAFF 
Arthur Gordon, Business Mgr. Frederick Grosse, Production Mgr. 


Francis Gordon George Heitzeber 
West 47th Street, New York 36, Plaza 7-2370 West 47th Street, New York 36, Plaza 7-2370 


CHICAGO, Room 1020, West Monroe St. 6-2784 PITTSBURGH, 11, PA.: 610 Pennridge Road, Hemlock 


McDonald-Thompson Company 
SAN FRANCISCO, 625 Market St., 
LOS ANGELES 5, CAL.: 3727 West Sixth Street. ey 7-5391 DENVER 2, COLO.: 222 Colorado Nat’l. Bank Bldg. KEystone 4-4669 
SEATTLE, 4, WASH.: National Bidg.—ELliott 3 HOUSTON, 6, TEXAS: Room “214, 3217 Montrose Blvd., LYnchburg 6711 


Georg Linder, Frankfurt Wittlesbacher Alle 60, Germany Telefon 46372 
While strive fer accuracy preparing the above index which purely service our readers, responsible for errors. 
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for some 
southern cooking 
Doctortown, Georgia 


The photograph the top actual view dished plates previous 
their assembly into the digester shown the lower photo. This digester 
now cooking pulp, along with duplicate also built Chicago Bridge 
Company, for the Rayonier, mill Doctortown, Georgia. 

built the two 12-ft. inside diameter 55-ft. face face digesters 
Type 316 ELC stainless clad steel. also are supplying number tanks 
and other steel plate structures the Rayonier mill. 

Digesters are typical examples the type steel plate work 
equipped build. Our plants have complete facilities engineer, fabricate and 
erect structures carbon steel, carbon steel clad lined with non-corrosive 
metals from solid non-corrosive metals. Estimates quotations 
any Horton® welded steel structure may had writing our nearest office. 


CHICAGO BRIDGE IRON COMPANY 


Atlanta, 3 2142 Healey Building Detroit, 26 


1565 Lafayette Building Pittsburgh, 19 3234 Alcoa Building 
Birmingham, | 1559 North 50th Street Houston, 2 2163 C & | Life Building Salt Lake City, 4 °67 West !7 h South Street 
Boston, 10 1064—20!1 Devonshire Street Los Angeles, 17 156! General Petroleum Building San Francisco, 4 1577—709 Cush Street 
Chicago, 4 2130 McCormick Building New York, 6 3333—!65 Broadway Building Seattle, | 12€8 Hen y Bui'ding 
Cleveland, |5 2255 Midland Building Philadelphia, 3 1665—1!700 Walnut Street Building Tulsa, 3 1466 Hurt Bui'ding 


Plants in BIRMINGHAM, CHICAGO, SALT LAKE CITY, and GREENVILLE, PA In Canada: HORTON STCZL WORKS LIMITED, FONT ERIE. ONT 


| 


* 
J ~ 


SERVICE 


Without Shutdown! 


drive used formerly this heavy-duty mill drive was 


constant source trouble. with link-pin 
causing frequent shutdowns—plus extreme noise and dirt con- 
dition—on this drive. 
The M.—Goodyear Technical Man—installed Steel 
Cable Drive five years ago. This drive 
been touched for any reason since, except one 
belt take-up after about year. 


LOOK FOR YOUR GOODYEAR INDUSTRIAL RUBBER PRODUCTS 
DISTRIBUTOR the yellow pages your Telephone Direc- 
tory under “Rubber Products” “Rubber Goods.” 
handles Hose, Flat Belts, V-Belts, Molded Goods, Packing, 
Tank Lining, Rubber-Covered Rolls, built the world’s 
highest standard quality. 
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